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First Avenue, Ross and Water Streets 
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The Factory where 
Quality Display Fixtures 
are Manufactured 



P LANT of the McKenna Brass 85 Manu- 
facturing Company, Inc., with foundry, 
machine shop, finishing department, etc., all 
under one roof, where McKenna Display 
Fixtures are manufactured. This equipment, 
backed by sixty -six years’ experience in the 
manufacture of quality goods and a well 
known reputation for service, insures to past 
and future users of McKenna Display Fixtures 
the service to which a buyer is entitled. 

McKENNA BRASS & MANUFACTURING CO., INC. 
First Avenue, Ross and Water Streets 
PITTSBURGH, PA. 

U. S. A. 



Quality 


VER sixty-six years ago the name '‘McKenna'' became 
associated with “quality" store display fixtures. And 
all during that period, “quality" has been the out- 
standing feature of every fixture with which the 
name McKenna has been associated. 

Today, Display Fixtures manufactured by McKenna 
Brass & Manufacturing Co., Inc., are nationally 
recognized as the highest type of display fixtures on the market. 

Quality in workmanship, material and design is responsible 
for the enviable reputation McKenna Display Fixtures have gained. 

The best has never been too good for any detail entering 
into the manufacture of our fixtures and a rigid adherence to 
this policy has made it possible to place back of every fixture our 
unqualified guarantee. 

Second in importance only to the merchandise of your store 
are the fixtures used for its display. 

In the following pages of this catalogue are illustrated 
the most complete line of display fixtures ever presented to the 
trade. 

Special attention is directed to the interchangeable features 
of all McKenna Quality Display Fixtures, making possible an 
endless number of combinations of tops, uprights and bases. 

Terms 

strictly thirty days on approved credit only — 2% discount 
for cash on invoices paid within ten days from date of shipment. 
All quotations are made f. o. b. Pittsburgh and are subject to change 
without notice. 

McKENNA BRASS & MANUFACTURING CO., INC. 

Pittsburgh, Pa., U. S. A. 

The Largest Manufacturers of Quality Display Fixtures in the World 
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The New McKenna 
Patent Indestructible Base 

Felted 



The above illustration shows the construction 
of our new patent felted base which is now 
furnished with all McKenna fixtures. 

This form of construction eliminates the 
expense and annoyance of broken uprights, 
dented bases and scratched surfaces, and 
gives the advantage of a reinforcement for 
the upright at the point of hardest service. 

A solid brass casting which is indestructible 
and will not show the results of hard service. 

The bottom is felted, which is renewable, and 
insures against the scratching of polished 
surfaces. 

A base that can be refinished like new at a 
very small cost. 


When you buy “McKenna” Fixtures you have bought the best 


Manufacturers of Quality Display Fixtures Since 1856 


Construction of ‘‘McKenna’' 
Wood Display Fixtures 

Particular attention is invited to the superior construction of 
“McKENNA” WOOD DISPLAY FIXTURES. 

All “McKENNA” WOOD DISPLAY FIXTURES are constructed 
from selected kiln-dried lumber — are knocked-down (or taken apart) 
for shipment and are easily assembled. 



Above Hat Stand shows 
Method of Metal Joined 
Knock-Down Construc- 
tion. 


Metal Jointed Construction 

One of the most exclusive features of 
“McKENNA” WOOD DISPLAY FIX- 
TURES is the method utilized in con- 
necting bases, uprights and tops. The 
tops of all rigid standards are equipped 
with threaded: metal socket, counter- 
sunk in the end of the standards (see 
illustrations) . The bottom of the stand- 
ards are fitted with threaded rods whicli 
go through the base and are held tight 
by a wing nut as shown in illustration. 
This prevents splitting of standards as 
is often the case when they are too rig- 
idly screwed to the bases and tops and 
also overcomes the difficulty of stripped 
threads, which often occurs in Fixtures 
not equipped with metal sockets and 
parts, as the metal threads will long 
outlast ordinary wood threads. 



Above Shoe Stand 
shows Knock-Down 
Construction with metal 
tipping fitting top. 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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When Ordering Kindly Specify Finish Desired 

McKenna Metal Display Fixtures can be furnished 
in any of the following finishes: 

Brushed Brass 
Polished Brass 
Brushed Nickel 
Nickel Plated 
Statuary Bronze 
Oxidized Copper 
Gun Metal 

McKenna Wood Display Fixtures can be furnished 
in any of the following finishes: 

American Walnut, Gold Striped 

Circassian Walnut 

Mahogany 

Golden Oak 

Silver Gray 

Enameled Finishes 
Old Ivory 
White 

French Gray 

French Gray, Gold Striped 
French Gray, Blue Striped 
White, Gold Striped 
White, Blue Striped 
White, Black Striped 

When not otherwise specified, the following finishes 
will be furnished: 

Metal Fixtures — Brushed Brass 
Georgian Period — American Walnut, Gold Striped 
Korinthian Period — French Gray Enamel Finish 
William and Mary Period — Circassian Walnut 
Roman Period — Old Ivory 


When you buy ‘‘McKenna” Fixtures you have bought the best 
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Ladies’ Costume Forms 

Mounted on Solid Cast Brass Base, Felted Bottom, 

adjustable upright. 

Flesh colored, washable. Enameled Bust. Balance of Form cov- 
ered with finest quality white Jersey. Sizes 16, 36, 38 and 42V^. 
Can also be furnished in Sateen or Satin covered if desired. 



Kindly specif y finish wanted, see page 8 


For Index and Net Price List see last pages 
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Ladies’ Enamel Costume Forms 

Mounted on 91/2" Square Solid Cast Brass Base, Rubber Tipped, 
%" adjustable upright. 

Flesh colored, washable. Enameled Bust. Balance of Form covered 
with finest quality white Jersey. Sizes 16 , 36 , 38 and 42 i/^. Can 
also be furnished in Sateen or Satin covered if desired. 



No. 4001/s 


When you buy “McKenna” Fixtures you have bought the best 
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Ladies’ Enamel Costume Forms 

Mounted on Georgian Period Wood Base, %" adjustable upright. 

Flesh colored, washable. Enameled Bust. Balaaice of Form cov- 
ered with finest quality white Jersey. Sizes 16, 36, 38 and 421/2. 
Can also be furnished in Sateen or Satin covered if desired. 



No. 400/SD 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Ladies^ Enamel Costume Forms 

Mounted on Korin thian Period Wood Base, Ys" adjustable upright. 

Flesh colored, washable. Enameled Bust. Balaaice of Form cov- 
ered with finest quality white Jersey. Sizes 16, 36, 38 and 421/2- 
Can also be furnished in Sateen or Satin covered if desired. 



When you buy “McKenna” Fixtures you have bought the best 
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Ladies’ Enamel Costume Forms 

Mounted on William and Mary Period Wood Base, adjustable 
upright. 

Flesh colored, washable, Enameled Bust. Balajice of Form cov- 
ered with finest quality white Jersey. Sizes 16, 36, 38 and 42i/^. 
Can also be furnished in Sateen or Satin covered if desired. 



No. 400/SM 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Ladies’ Enamel Costume Forms 

Mounted on 10" Roman Period Design Base, %" adjustable upright. 
Flesh colored, washable. Enameled Bust. Balance of Form cov- 
ered with finest quality white Jersey. Sizes 16, 36, 38 and 421/2. 
Can also be furnished in Sateen or Satin covered if desired. 



No. 400/SP 


When you buy “McKenna” Fixtures you have bought the best 


Manufacturers of Quality Display Fixtures Since 1856 


15 


Girls’ Enamel Costume Forms 

Flesh colored, washable, Enameled Bust. Balance of Form covered 
with finest quality white Jersey, %" adjustable upright. Sizes 2, 
3, 4, 6, 8, 10, 12 and 14 years. 



4201 

Mounted on 7" Square Cast Brass 
Base, rubber tipped. 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Girls’ Enamel Costume Forms 

Flesh colored, washable, Enameled Bust. Balance of Form cov- 
ered with finest quality white Jersey, %" adjustable upright. 
Sizes 3, 4, 6, 8, 10, 12 and 14 years. 



No. 420/D 

Mounted on Georgian Period 
Wood Base. 


When you buy **McKenna*' Fixtures you have bought the best 
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Ladies’ Enamel Waist Forms 



No. 450 


Mounted on Solid Cast 
Brass Base 71 / 2 " diameter, 
felted, %" adjustable up- 
right. 

Flesh colored, washable. 
Enameled Bust. Balance of 
Form covered with finest 
quality white Jersey. Sizes 
36 and 38. Can also be fur- 
nished in Sateen or Satin 
covered if desired. 



No. 450/S 



No. 450/B 


No. 450/R 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 


18 McKenna Brass & Manufacturing Co., Inc., Pittsburgh, Pa., U. S. A. 


Ladies’ Enamel Waist Forms 



Mounted on 7" Square Cast 
Brass Base, rubber tipped. 
%" adjustable upright. 

Flesh colored, washable. 
Enameled Bust. Balance of 
Form covered with finest 
quality white Jersey. Sizes 
36 and 38. Can also be fur- 
nished in Sateen or Satin 
covered if desired. 



No. 4501 


No. 4501/S 



No. 4501/B No. 4501/R 
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Ladies^ Enamel Waist Forms 



Mounted on Georgian Pe- 
riod Wood Base, %" adjust- 
able upright. 

Flesh colored, washable. 
Enameled Bust. Balance of 
Form covered with finest 
quality white Jersey. Sizes 
36 and 38. Can also be fur- 
nished in Sateen or Satin 
covered if desired. 


No. 450/D 



No. 450/SD 



No. 450/BD 


No. 450/RD 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Ladies’ Enamel Waist Forms 



Mounted on Korinthian Pe- 
riod Wood Base, %" adjust- 
able upright. 

Flesh colored, washable, 
Enameled Bust. Balance of 
Forn^ covered with finest 
quality white Jersey. Sizes 
36 and 38. Can also be 
furnished in Sateen or Satin 
covered if desired. 



No. 450/K 


No. 450/SK 



No. 450/BK No. 450/RK 
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Ladies’ Enamel Waist Forms 


Mounted on William and 
Mary Period Base, %" ad- 
justable upright. 

Flesh colored, washable. 
Enameled Bust. Balance 
of Form covered with finest 
quality white Jersey. Sizes 
36 and 38. Can also be 
furnished in Sateen or Satin 
covered if desired. 




No. 450/SM 



No. 450/BM 


No. 450/RM 


Kindly specify finish uanted, see page 8 


For Index and Net Price List see last pages 
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Ladies’ Enamel Waist Forms 



No. 450/P 


Mounted on 8" Roman 
Period Base, %" adjustable 
upright. 

Flesh colored, washable. 
Enameled Bust. Balance of 
F'orm covered with finest 
quality white Jersey. Sizes 
36 and 38. Can also be fur- 
nished in Sateen or Satin 
covered if desired. 



No. 450/SP 



No. 450/BP 


No. 450/RP 
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Ladies’ Enamel Sweater Forms 

Flesh colored, washable, Enameled Bust. Balance of Form covered 
with finest quality white Jersey, %" adjustable upright. Can also 
be furnished in Sateen or Satin covered if desired. 



No. 460/D 

Mounted on Georgian Period Wood Base. 

No. 460/K — Mounted on Korinthian Period Wood Base. 
No. 460/M — Mounted on William and Mary Period Wood 
Base. 

No. 460/P — Mounted on Roman Period Base. 


Kindly specif y finish wanted, see page 8 


For Index and Net Price List see last pages 
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Ladies’ Skirt Forms 
and Manufacturers’ Models 



No. 440 

Ladies’ Skirt Form — Covered with 
finest quality white jersey, black 
velveteen girdle. Mounted on 9" 
Round Solid Cast Brass Base, felted, 
adjustable upright. 

No. 4401 — Same as No. 440 except 
mounted on 10 V 2 '' Square Cast 
Brass Base, rubber tipped. 



No. 2000 

Manufacturers’ Model — Absolutely 
correct lines. Used by the world’s 
largest cloak, suit and dress manu- 
facturers. Covered with finest qual- 
ity canvas. Furnished in any de- 
sired size from 13 to 56, including 
stylish stouts. 



No. 440/D 

Ladies’ Skirt Form — Covered with 
finest quality white jersey, black 
velveteen girdle. Mounted on Geor- 
gian Period Base, adjustable 
upright. 

No. 440/K — Same as above except 
mounted on Korinthian Period Base. 
No. 440/M — Same as above except 
mounted on William and Mary 
Period Base. 
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NO. 430 

Girls’ Costume Form — Flesh colored 
enameled bust and legs; washable; 
balance of form covered with white 
Jersey; self supporting; legs are 
weighted inside and are equipped 
witii patent heel adjustment screws 
and stand very firmly. Sizes 2, 4, 6, 
8, 10, 12 and 14 years. 



Full Leg Enamel 
Costume Forms 
and 

Hosiery Forms 



No. 2500 

Iiadies’ Straigrht IiOg Costume Form — 

Flesh colored enameled bust; wash- 
able; self supporting. Both feet 
equipped with patent heel adjustment 
screws. The adjustment beiow the 
hip line permits raising or lowering 
the form. Sizes 16 and 36 only. 



NO. 470 

Boys’ Full Iieg* Enameled Form — 

Flesh colored enameled bust and legs; 
washable; balance of form covered 
with white Jersey; self supporting; 
legs are weighted inside and are 
equipped with patent heel adjustment 
screws and stand very firmiy. Sizes 
2 , 4, 6, 8, 10, 12 and 14 years. 



No. 170/1. 

Ladies’ Hosiery Form — Made of heavy 
ply papier mache, finished in flesh 
colored enamel, mounted on oval 
wood platforms, any wood finish. 


No. 170 

Men’s Hosiery Forms — Made of heavy 
papier mache; finished in flesh colored 
enamel. 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Adjustable 

Neckwear 

Displayers 


Grey or Black Velveteen 
carried in stock. Can 
also be furnished in 
Enamel if desired. 



No. 5101 

Adjustable Neckwear Displayer — by 1/4" 
tubing; upright 9" extending to 18"; 4" square 
brass base, rubber tipped. 

No. 510 — Same as 5101, except mounted on 
Solid Cast Brass Base diameter, felted. 

No. 510/D — Mounted on Georgian Wood Base, 12" 
upright. 

No. 510/K — Mounted on Korinthian Wood Base. 
12" upright. 

No. 510/M — Mounted on William and Mary Wood 
Base, 12" upright. 


No. 5401 

Adjustable Neckwear Displayer — %" by 
tubing; upright 15" extending to 30"; 5" square 
brass base, rubber tipped. 

No. 540 — Same as No. 5401, except mounted on 
Solid Cast Brass Base, 0" diameter, felted. 

No. 540/D — Mounted on Georgian Wood Base, 18" 
upright. 

No. 540/K — Mounted on Korinthian Wood Base, 
18" upright. 

No. 540/M — Mounted on William and Mary Wood 
Base. 18" upright. 



No. 5501 

Adjustable Neckwear Displayer — by %" 
tubing; upright 18" extending to 36"; 6" square 
brass base, rubber tipped. 

No. 550 — Same as No. 5501, except mounted on 
Solid Cast Brass Base, 7" diameter, felted. 

No. 550 D — Mounted on Georgian Wood Base, 18" 
upright. 

No. 550/K — Mounted on Korinthian Wood Base, 
18" upright. 

No. 550/M— Mounted on William and Mary Wood 
Base, 18" upright. 


No. 5601 

Adjustable MulT and Scarf Displayer — l^"x%" 
tubing; upright 24", extending to 48"; muff 
holder 16" long; 6" square brass base, rubber 
tipped. 

No. 560 — Same as No. 5601. except mounted on 
Solid Cast Brass Base, 7" diameter, felted. 
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Men’s Coat Forms 

Latest Models, covered with finest quality black Jersey. Sizes 
34, 36, 38 and 40. Can also be furnished in Sateen or Satin cov- 
ered if desired. 



No. 500 


Upright by %", 21" extending 
to 42", mounted on Solid Cast Brass 
Base IOV 2 " diameter, felted. 



No. 5001 


Upright %" by %", 21" extending 
to 42". Mounted on 9 V 2 " Square 
Cast Brass Base, rubber tipped. 

No. 500 A 

Mounted on Solid Cast Brass Base 
9" diameter, felted, %" adjustable 
upright 26" long. 

No. 5001 A — Same as No. 500 A 
except mounted on 7" Square Cast 
Brass Base, rubber tipped. 




Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Men’s Coat Forms 

Latest Models, covered with finest quality black Jersey. Sizes 34, 
36, 38 and 40. Can also be furnished in Sateen or Satin covered 
if desired. 



No. ,500/K 

Mounted on 12" Korinthian Design 
Wood Base, form adjustable from 
40" to 56" high. 


No. 500/M 

Mounted on 11" William and Mary 
Design Wood Base, form adjust- 
able from 40" to 56" high. 


No. 500/D 


Mounted on IOV 2 " Georgian Period 
Wood Base, form adjustable from 
40" to 56" high. 




No. 500/AK — Mounted on 9" Korinthian Design Wood 
Base, form adjustable from 35" to 43" high. 

No. 500/AD — Mounted on 9" Georgian Design Wood Base, 
form adjustable from 35" to 43" high. 

No. 500/AM — Mounted on 9" William and Mary Design 
Wood Base, form adjustable from 35" to 43" high. 
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Men’s and Boys’ Forms 



No. 490 


Men’s Vest Form — Latest Model 
covered with finest quality white 
Jersey, upright, 18" long. Form 
adjustable on upright. Can also 
be furnished in Sateen or Satin 
covered, if desired. Mounted on 
Solid Cast Brass Base 7^/^" diam- 
eter, felted. 

Xo. 4901 — Same as No. 490 except 
mounted on 7" Square Cast Brass 
Base, rubber tipped. 

No. 490/D — Same as No. 490, 

except mounted on Georgian Style 

wood base. 

No. 490/K — Same as No. 490, 

except mounted on Korinthian Style 
Wood Base. 

No. 490/M — Same as No. 490, 

except mounted on William and 
Mary Style Wood Base. 




No. 480 

Boy’s Form — Covered with finest 
quality black Jersey; made of 
heavy-ply papier mache; equipped 
vith iron shoes and brass top; sizes, 
4, 6, 8, 10, 12 and 14 years. 



No. 485 

Boys’ Coat Form — Latest Model; 
covered with finest quality black 
jersey, %" upright, 18" long. Form 
adjustable on upright, mounted on 
Solid Cast Brass Base IV 2 '' diam- 
eter, felted. 

No. 4851 — Same as No. 485, except 
mounted on 7" Square Cast Brass 
Base, rubber tipped. 

No. 485/D — Same as No. 485, 

except mounted on Georgian Style 

Wood Base. 

No. 485/K — Same as No. 485, 

except mounted on Korinthian Style 
Wood Base. 

No. 485/M — Same as No. 485, 

except mounted on William and 
Mary Style Wood Base. 


) 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Clothing Racks 



No. 9 

Junior Revolving Rack — Construct- 
ed the same as our No. 59 except 
reduced in size; for the display of 
skirts and children’s wear. Spread 
of base 21", weight of base 20 
pounds, diameter of ring 24", 
height of rack 5'-0" from ring to 
floor. 



No. 59 

Revolving Rack — Our standard 

model, positively the best revolving 
rack possible to manufacture. Extra 
heavy ornamental cast metal base, 
finished in black and gold. Balance 
of stand oxidized copper. Spread 
of base 30", weight of base 45 
pounds. Diameter of ring 311^", 
height of rack 5'-9" from ring to 
floor. 


No. 9-A 

Junior Revolving Rack — Same as 
No. 9 except with ring reversed; 
height of rack 5'-6" from ring to 
floor. 




Patented ball-bearing, anti-friction casters, riveted firmly 
into base. The entire rack may be easily moved in any 
direction. Supports of ring are ornamental finish and are 
very strong and finn. One thousand pounds may be 
suspended on the ring and revolved easily, without damage 
to fixture. The large base prevents rack from upsetting. 
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Clothing Racks 


3 



No. 39 



Columbia Junior 
Back — Made of 
steel tubing 
with smooth-cast 
base, equipped with 
ball-bearing, anti- 
friction casters. 

Finished in oxi- 
dized copper or 
statuary bronze. 


No. 139 

Waist Back— Made of 
% tubing, smooth cast 
base, equipped with rub- 
ber feet to prevent 
scratching, finished in 
brushed bi-ass, oxidized 
copper or statuary 
bronze. 

Dimensions 


3 ft. 0 in. 

Length 3 ft. 6 in. 
Height 4 ft. 8 in. 


Width 3 ft. 0 in 




No. 129 

Columbia Back — Made of 
1%" steel tubing, heavy 
smooth cast base, equipped 
with ball-bearing anti-fric- 
tion casters, finished in ox- 
idized copper or statuary 
bronze. 

Height 5 ft. 0 in. 

Width 5 ft. 3 in. 


r 



No. 19 

The American Clothing Back — 

IVo" steel tubing. The neatest and 
.-strongest clothing rack made. 
So constructed that it is imiios- 
sible for it to tii> over. No matter- 
how heavily tliis rack is loaded, 
it may be easily moved to any 
po.sition on the fioor, which fact 

is due to tile roller-bearer casters. 

Dimensions 

T.<ength ....7 feet 2 inches 

Width 2 feet 1^2 inches 

Height ....,5 feet 9 inches 

Beautifully finished in oxidized 
copjier. 




No. 29 

Columbia Back — Made of 1%" 
steel tubing, heavy, smooth- 
cast base, equipped with ball- 
bearing anti-friction casters. 
Finished in oxidized copper or 
statuary bronze. 

Dimensions 

Height ....5 feet 6 inches 
Length ... 6 feet 6 inches 



Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Display Racks 



Petticoat Rack — Adjustable rings. 
Top ring equipped with hooks for 
hanging petticoats which eliminates 
the use of hangers. Diameter of 
top ring 10", diameter of lower 
ring 20", spread of base 21", height 
5'-6", finished in statuary bronze 
or oxidized copper. 



No. 491 


Adjustable Revolving Waist Rack — 
With card holder; %"x%" tubing, 
upright 21" extending to 42", diam- 
eter of ring 22", mounted on 
square brass base, rubber tipped to 
prevent scratching fine surfaces. 
Furnished in all metal finishes. 

No. 49 — Adjustable Revolving 
Waist Rack — Same as No. 491 
except mounted on Solid Cast Brass 
Base 10 V 2 '' diameter, felted. 



Dress, Coat and Suit Display Rack 
— Height 5'-6", cross-bar 30", four- 
prong base smoothly finished, in 
oxidized copper or statuary bronze. 
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Brass Display Stands 





Adjustable Curved Bar Tee Stand — 

I\sed for displaying: childrens wear. 

tubing:, 12" uprig:ht extending: 
to 24", cross-bar 12", mounted on 
solid cast brass base 4 V 2 " diameter, 
felted. 

No. 2351 — Same as above except 
mounted on 4" square cast brass 
base, rubber tipped. 


Adjustable Waist Stand — % "x " tub- 
ing, upright 18" extending to 36", 
cross-bar 18" long, mounted on solid 
cast brass base 6" diameter, felted. 
No. 2201 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 


Adjustable Dress Stand — '/^"x%" tub- 
ing, upright 24" extending to 48", 
cross-rod 18" mounted on solid cast 
brass base 7" in diameter, felted. 
No. 2001 — Same as above except 
mounted on 6" square cast brass base, 
rubber tipped. 





No. 240 



Adjustable Piece Goods Stand — %" 

xi/4" tubing, upright 21" extending 
to 42", cross-bar 15" long, mounted 
on solid cast brass base 6 diametei, 
felted. 

No. 2601 — ^Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 


Adjustable Skirt Stand — tub- 
ing, upright 24" extending to 48". 
Toj) can be adjusted to fit any size 
skirt, mounted on solid cast brass 
base. 7" diameter, felted. 

No. 2401 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 


Adjustable Iiingerie Displayer — %" 

X 14 " tubing, upright 21" extending 
to 42", spread of top 16" mounted 
on solid cast brass base 6" diameter, 
felted. 

No. 2301 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Brass Display Stands 



No. 202 


Adjustable Dress Stand — tub- 
ing-, 24" extending to 48", cross-bar 
18". mounted on solid cast brass 
base 7" diameter, felted. 

No, 2021 — Same a,s above excejDt 
mounted on 6" square cast brass 
base, rubber tipped. 



Adjustable Triple Hat Stand — %"xi/4" 
tubing, upright 21" extending to 42", 
spread of stand 23", mounted on solid 
cast brass base 6" in diameter, felted. 
No. 1101 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 



No. 222 


Adjustable Waist Stand — %"xi/4" tub- 
ing, upright 18" extending to 36", 
cross-bar 18" mounted on .solid cast 
brass base 6" in diameter, felted. 

No. 2221 — Same as above except 
mounted on 4" square cast brass base, 
rubber tipped. 



Curved Hat Bracket and Socket — 

made to swing; made of %" tubing, 
16V^" long. 



No. 340 


No. 330 — Adjustable Hat Stand — %" 

by 1/4" tubing, upright 12" extending 
to 24", mounted on solid cast brass 
base, 3%" in diameter, felted. 

No. 3301 — Same as above except 
mounted on 3" square cast brass base, 
rubber tipped. 

No. 340 — Adjustable Hat Stand — %" 

by tubing, upright 15" extending 
to 30", mounted on solid cast brass 
base, 41^" in diameter, felted. 

No. 3401 — Same as above except 
mounted on 4" square cast brass base, 
rubber tipped. 





No. 204 

Adjustable Dress Stand — tub- 
ing, upright 24" extending to 48", 
cross-bar 18", mounted on solid cast 
brass base 7" in diameter, felted. 
No. 2401 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 





No. 350 No. 360 

No. 350 — Adjustable Hat Stand — %" 

by 1/4" tubing, upright 18" extending 
to 36", mounted on solid cast brass 
base, 51/4" in diameter, felted. 

No. 3501 — Same as above except 
mounted on 4" square cast brass base, 
rubber tipped. 

No. 360 — Adjustable Hat Stand — %" 

by 1^" tubing upright 21" extending 
to 42", mounted on solid cast brass 
base 6" in diameter, felted. 

No. 3601 — Same as above except 
mounted on 5" square cast brass base, 
rubber tipped. 
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Brass Display Stands 



Adjustable Muff Stand — V 2 "x%" tub- 
ing-, upright IS" extending to 36", 
muff bar 16" long, mounted on 7" 
solid cast brass base, felted. 

No. 5701 — Same as above except 
mounted on 6" square cast brass base, 
rubber tipped. 


f\ 



No. 215 


Glove Stand — Height 10", base 21 / 2 " 
in diameter. 

No. 2151 — Same as above except 
mounted on 2" square cast brass 
base, rubber tipped. 



Pive-Way Adjustable Glove Stand — 

V^"x%" tubing, upright 12" extend- 
ing to 24", spread of stand 24", 
mounted on solid cast brass base 7" 
in diameter, felted. 

No. 2251 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 




c 


!■ 


3 




No. 310 

Flower or Plume Stand — Non-extend- 
ing, 3/16" upright, with padded clip, 
height 6", 8" and 10", mounted on 
solid cast brass base 3" in diameter, 
felted. 

No. 3101 — Same as above except 
mounted on 2" square cast brass 
base, rubber tipped. 



No. 274 

Adjustable Safety Bead and Bag 
Stand — i/^"x%" tubing, upright 18" 
extending to 36", cross-bar 18", 
mounted on solid cast brass base 7" 
in diameter, felted. 

No. 2741 — Same as above except 
mounted on 6" square cast bra.ss 
base, rubber tipped. 



Piece Goods Displayer — For counter 
or table use; height finished in 

oxidized copper only. 




No. 65 

Adjustable Pillow Stand — 1/2 "x%" 
tubing, upright 18" extending to 36", 
top 12"xl2", mounted on solid cast 
brass base 7" in diameter, felted. 
No. 651 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Brass Display Stands 



No. 154 


Adjustable Single Bag* Stand — %"x 

1/4" tubing, upright 12" extending to 
24", easel 6"x6" adjustable, mounted 
on solid cast brass base 4M." in 
diameter, felted. 

No. 1541 — Same as above except 
mounted on 4" square cast brass 
base, rubber tipped, 






No. 144 

Adjustable Single Bag Stand— %"x 

1/4" tubing, upright 12" extending to 
24",, mounted on solid cast brass base 
41/^" in diameter, felted. 

No. 1441 — Same as above except 
mounted on square cast brass base, 
rubber tipped. 



No. 132 


Adjustable Revolving Bead Stand — 

%"xi/2" tubing, upright 18" extending 
to 36", ring 8V2" in diameter, mounted 
on solid cast brass base, IVz" in 
diameter, felted. 

No. 1321 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 



Adjustable Triple Bag Stand — %"x 

1/4" tubing, upright 15" extending to 
30", spread of stand 17", easel 6"x6" 
adjustable, mounted on solid cast 
brass base, 6" in diameter, felted. 
No. 3241 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 







No. 115 

Adjustable Bead Stand — i/^"x%" tub- 
ing, upright 18" extending to 36", 
cross-bar 21", equipped with hooks 
mounted on solid cast brass base 7" 
in diameter, felted. 

No. 1151 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 



Adjustable Triple Bag Stand — %"x 

1/4" tubing, upright 15" extending to 
30". .spread of arms 12" mounted on 
solid cast brass base 6" in diameter, 
felted. 

No. 3221 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 
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Brass Tee Stands 



Tee Stand — Non-extending 
10" high, cross-bar 8" long, 
mounted on solid cast brass 
base 3" in diameter, felted. 
No. 3001 — Same as above ex- 
cept mounted on 2" square 
cast brass base, rubber 
tipped. 



Adjustable Tee Stand — ;8"x 
1/4" tubing, upright 9" ex- 
tending to 18", cross-bar 10" 
long, mounted on solid cast 
brass base 3%" in diameter, 
felted. 

No. 2901 — Same as above ex- 
cept mounted on 3" square 
cast brass base, rubber 
tipped. 



No. 280 


Adjustable Tee Stand — %"x 

1/4" tubing, upright 12" ex- 
tending to 24", cross-bar 12" 
long, mounted on solid cast 
brass base 4i/^" in diameter, 
felted. 

No. 2801 — Same as above 
except mounted on 4" square 
cast brass base, rubber 
tipped. 





No. 250 

Adjustable Tee Stand — %"x 

1/4" tubing, upright 18" ex- 
tending to 36", cross-bar 18" 
mounted on solid cast brass 
base 6" in diameter, felted. 

No. 2501 — Same as above ex- 
cept mounted on 5" square 
cast brass base, rubber 
tipped. 





No. 212 


Adjustable Tee Stand — V 2 "x % " tubing, 
upright 18" extending to 36", cross- 
bar 18", mounted on solid cast brass 
base, 7" in diameter, felted. 

No. 2121— Same as above, ‘except 
mounted on 6" square cast brass 
base, rubber tip])ed. 



No. 210 

Adjustable Tee Stand — i/4"x%" tub- 
ing, upright 24" extending to 48", 
cross-bar 21" long, mounted on solid 
cast brass base, 7" in diameter, 
felted. 

No. 2101 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 



NO. 285 


Adjustable Tee Stand — %"xi/ 2 " tub- 
ing, upright 36" extending 72". cross- 
bar 24" long, mounted on solid cast 
brass base, 7i^" in diameter, felted. 
No. 2851 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 


Kindly specify finish wanted, see page 8 


For Index and Net Price List see last pages 
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Brass Display Stands 



No. 270 

Adjustable Double Tee Stand — %"x 

1/4” tubing, upright 21" extending to 
42", top cross-bar 21" long, bottom 
cross-bar 18" long, mounted on solid 
cast brass base 6" in diameter, 
felted. 

No. 2701 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 



Adjustable Double Tee Stand — %"x 

tubing, upright 36" extending to 
60". top cross-bar 24" long, bottom 
cross-bar 30" long, mounted on solid 
cast brass base IV 2 " in diameter, 
felted. 

No. 2751 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 



Adjustable Triple Tee Stand — %"x 

1/4” tubing, upright 18" extending to 
36", cross-bars 10" long, spread of 
stand 23", mounted on 5" square 
cast brass base, rubber tipped. 

No 3201 Adjustable Triple Tee Stand 
— Same as No. 320 except mounted 
on solid cast brass base 6" diameter, 
felted. 



NO. 880 


Adjustable Box Stand — %"xi/4" tub- 
ing, upright 1.5" extending to 30", 
mounted on solid cast brass base 5i/^" 
in diameter, felted. 

No. 8801 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 



Adjustable Triple Box Stand — i/^"x 
%" tubing, upright 18" extending to 
36", spread of stand 27", mounted on 
.solid cast brass base 7" in diameter, 
felted. 

No. 8901 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 



No. 2651 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 
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Brass Display Stands 



Adjustable Plate Glass Stand — 

tubing, upright 12" extending to 
24", tops made to hold glass 6". 8", 
and 10" wide, mounted on solid cast 
brass base, 7" in diameter, felted. 
No. 7501 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 



No. 160 

Adjustable Window Bracket and 
Socket — Made to swing; tubing, 

15" and 18" long. 



Adjustable Plate Glass Stand — ^"x 

tubing, upright 12" extending to 
24", tops made to hold glass, 6", 8", 
10" and 12" wide, mounted on solid 
cast brass base 6" in diameter, felted. 
No. 7401 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 



Keyhole Standard and Brackets — Keyhole Standard can be 
furnished in any desired length, nickle plate finish only. Key- 
hole strip brackets can be furnished in nickle plate finish 
only, 6, 8, 10, 12. and 14" lengths. 

Plate Glass — I’olished edges and polished plate in the follow- 
ing sizes; 

8 X 30 inch 
10 X 30 inch 
10 X 36 inch 



Adjustable Triple Box Stand — %"x 

Vi," tubing, upright 15" extending to 
30", adjustable ratchet tops, spread 
of stand 15". mounted on solid cast 
brass base 6" in diameter, felted. 

No. 8841 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 





No. 882 

Adjustable Box Stand — %"xi^" tub- 
ing, upright 12" extending to 24". 
adjustable ratchet top, mounted on 
solid cast brass base 51^" in diam- 
eter, felted. 

No. 8821 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 



No. 895 

Triple Plate Glass Stand— For dis- 
playing toilet goods, jewelry, etc. 
Size of glass 8", 10" and 12" diam- 
eter. %" upright, height 36", mounted 
on solid cast brass base 7i^" in 
rliameter, felted. 

No. 8951 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 


Kindly specify finish wanted, see page 8 
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Brass Display Stands 



No. 99 

Adjustable Shelf Bracket — Upright, 
2 feet, cross rods 4 feet long, ex- 
tends out from shelf SV 2 feet; 
height of curve, 17''. 



No. 870 



No. 415 

Perfection Umbrella Stand — Finish 
ed in oxidized copper only; height 
to ring 27", diameter 10"; has re- 
movable drip pan. 


Metal Lion’s Heads for drapery 
purposes; ring 6" diameter. 

No. 871 — Same as above, with ring, 
4 V 2 " diameter. 



No. 425 

Umbrella Rack — For checking or 
displaying umbrellas; has remov- 
able drip pan, and holds fifty um- 
brellas; finished in oxidized copper 
only; height 29", length 24", width 
12 ". 



No. 855 

Bargain Table — Neat, strong, serv- 
iceable; height 30"; length 24" 
width 18"; finish jet black only. 
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Brass Display Stands 



Adjustab’e Tie Stand — tub- 
ingr. uprigrbt 18" extending to 36", 
spread of top 22" mounted on solid 
cast brass base 6" in diameter, felted. 
No. 301 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 


For Ties 



No. 50 

Adjustable Tie Stand — %"xi4" tub- 
ing, upright 15" extending to 30", ad- 
justable ratchet top, mounted on solid 
cast brass base 4 V 2 " in diameter, 
felted. 

No. 501 — Same as above except 
mounted on 4" square cast brass 
base, rubber tipped. 


O9O 



No. 130 

Adjustable Revolving* Tie Stand With 
Cardholder — Upright 30" high, made 
of %" tubing, ring i4" in diam- 
eter, mounted on solid cast brass 
base TV 2 " in diameter, felted. 

No. 1301 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 



Adjustable Revolving Tie Stand with 
Cardholder — V 2 "x%" tubing, upright 
IS" extending to 36". cross-bars 22" 
long, mounted on solid cast brass 
base IV 2 " in diameter, felted. 

No. 201 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 



No. 10 


Adjustable Tie Stand — 14 "x%" tub- 
ing, upright 24" extending to 48", 
cross-bar 22". long, mounted on solid 
cast brass base 7" in diameter, 
felted. 

No. 101 — Same as above except 
mounted on 6" square cast brass 
base, rubbei* tipped. 



Adjustable Double Tie Stand — 14 "x 

%" tubing, upright 24" extending to 
48", cross-bars 22" long, mounted on 
solid cast brass base 714" in diam- 
eter, felted. 

No. 401 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 


Kindly specify finish wanted, see page 8 
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Brass Display Stands 



No. 75 


Adjustab'e Shirt Stand — V 2 "x%" tub- 
ing-, upright 18" extending to 36". 
wood top ll"xll", mounted on solid 
cast brass base 7" diameter, felted. 
No. 751 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 


For Shirts and 
Collars 



No. 80 


Adjustable Collar Stand — %"xl^" 
tubing, upright 15" extending to 30", 
mounted on solid cast brass base, 
41/^" in diameter, felted. 

No. 801 — Same as above except 
mounted on 4" square cast brass 
base, rubber tipped. 



ti 



NO. 70 

Adjustable Shirt Stand — ^^"x%" tub- 
ing, upright 18" extending to 36", 
metal top ll"xll" with small pin 
holes in each corner to pin shirt, 
mounted on solid cast brass base 7" 
in diameter, felted. 

No. 701 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 



Adjustable Triple Shirt Collar and 
Tie Stand — ^"x%" tubing, upright 
24" extending to 48", spread of stand 
24", mounted on solid cast brass 
base 7" in diameter, felted. 

No. 1201 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 



Adjustable Shirt Stand — %"xi/4" tub- 
ing, upright 15" extending to 30". 
mounted on solid cast brass base 6" 
in diameter, felted. 

No. 601 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 



No. 100 

Adjustable Triple Shirt Stand — i/^"x 
%" tubing, upright 24" extending to 
48", spread of stand 26", mounted on 
solid cast brass base 7" in diameter, 
felted. 

No. 1001 — Same as above except 
mounted on 6" square cast brass 
base, rubber tipped. 
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Brass Display Stands 





No. 90 


Adjustable Coat and Cane 
Stand — V 2 "x%" tubing, up- 
right 24" extending to 48". 
mounted on solid cast brass 
base, 7" diameter, felted 
No. 901 — Same as above ex- 
cept mounted on 6" solid 
cast square brass base, rub- 
ber tipped. 



No. 92 


Adjustable Coat Stand — %" 

xV 2 " tubing, upright 24" ex- 
tending to 48" mounted on 
solid cast brass base, 7" 
diameter, felted. 

No. 921 — Same as above ex- 
cept mounted on 6" square 
cast brass base, rubber 
tipped. 



No. 93 

Adjustable Coat and Cane 
Stand — 1/2 "x%" tubing, up- 
right 24" extending to 48", 
mounted on solid cast brass 
base, 7" diameter, felted. 
No. 931 — Same as above ex- 
cept mounted on 6" square 
cast brass base, rubber 
tipped. 



No. 96 

Adjustable Coat Stand — %" 

XV 2 " tubing upright 30" ex- 
tending to 60". mounted on 
solid cast brass base TV 2 " 
diameter, felted. 

No. 961 — -Same as above ex- 
cept mounted on 7" square 
cast brass base, rubber 
tipped. 



Five-Way Umbrella or Cane Stand — Height, over all. 

Spread of stand 9". Mounted on solid cast brass base 
diameter, felted. Top is equipped with interchangeable 
parts to accommodate the various size umbrella or parasol 
stems. 

No. 343 Three-Way Umbrella or Cane Stand — Similar to No. 
3 42, except mounted on solid cast brass base 4^/^" diameter, 
felted. Height 7" over all. Spread, 5". 

No. 345 Single Umbrella or Cane Stand — Mounted on solid cast 
brass base 3%" diameter, felted. Height 3 V 2 " over all. 

No. 3421 — Same as No. 342 except mounted on 5" solid cast 
square brass base, rubber tipped. 

No. 3431 — Same as No. 343 except mounted on 4" solid cast 
square brass base, rubber tipped. 

No. 3451 — Same as No. 345 except mounted on 3" solid cast 
square brass base, rubber tipped. 


OgO 





No. 295 

Double Arm Counter Stand — %" up- 
right, 36" long, spread of stand 18" 
mounted on solid cast brass base 
7" diameter, felted. 

No. 2951 — Same as above except 
mounted on 6" square cast brass 
Pase, rubber tipped. 


Kindly specify finish wanted, see page 8 
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Brass Display Stands 



No. 119 No. 109 No. 69 


Adjustable Revolving* Belt Back — 

Height 4 '8", spread of base 15 Va", 
spread of top 17", equipped with 
heavy cast base. Upright made of 
%" tubing. Top equipped with 
numerical numbered discs, covering 
all belt sizes. All metal finishes 
carried in stock. 



No. 95 


Piece Goods Stand — %"xV 2 " tubing, 
upright 24" extending to 48". mounted 
on solid cast brass base TV 2 " dia- 
meter, felted. Mahogany finish wood 
top, 8"x24". 

No. 951 — Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 


Adjustable Revolving Belt or Sus- 
pender Back -Height 4'8". spread of 
base 15V2", diameter or ring 14i/^". 
Equipped with heavy cast base, up- 
right made of %" tubing. All metal 
finishes carried in stock. 



Schilling Adjustable Shirt Displayer 

— The neatest and best way to dis- 
play shirts in showcases. Height of 
side arms 10". Length 18". Ex- 
treme extension 12". Finished in 
nickle plate only. 



Schilling Adjustable Tie, Glove and 
Sock Displayer — A splendid rack for 
wide end ties. Height of side arms 
6", Length 12". Extension from 
11/4" to 8" at either end. Finished in 
nickel plate only. 


Adjustable Revolving Belt or Sus- 
nender Rack — ^Height 4 '8". spread of 
base 15 V 2 ", spread of top 17 ", equipped 
with heavy cast base. Upright made 
of %" tubing. All metal finishes 
carried in stock. 




u 



No. 97 


Haberdashery Stand — %"xi/4" tubing, 
upright 12" extending to 24". metal 
top 4"x8", mounted on solid cast brass 
base 41/4" diameter, felted. 

No. 971 — Same as above except 
mounted on 4" square cast brass 
base, rubber tipped. 
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Adjustable Card Holder — tuD- 
ing:, uprig-ht 12" extending to 2 1" 
mounted on solid cast brass base 6" 
diameter, felted. To hold card 11" 
by 14". 

No. 810— Same as No. 800 except for 
card size 7"xll". 

No. 8001 — Same as No. 800 except 
mounted on 5" square cast brass 
base, rubber tipped. 

No. 8101 — Same as No. 810 except 
mounted on 5" square cast brass 
base, rubber tipped. 



Adjustable Card Holder — 1/2 "x%" 

tubing, upright 12" extending to 24". 
mounted on solid cast brass base 7" 
diameter, felted. Frame will hold 
ll"xl4" card. 

No. 830 — Same as No. 820, for card 
size 7"xll", %"xV 2 " tubing, upright 
12" extending to 24", mounted on 6" 
solid cast brass base, felted. 

No. 8201 — Same as No. 820 except 
mounted on 6" square cast brass 
base, rubber tipped. 

No. 8301 — Same as No. 830 except 
mounted on 5" square cast brass 
base, rubber tipped. 


Brass 

Card Holders 


OvO 


NO. 875 

Spiral Card Holder — 3/16" upright, 
non-extending, 18" and 21" heights, 
mounted on solid cast brass base 4V^" 
diameter, felted. 

No. 8751 — Same as above except 4" 
square cast brass base, rubber tipped. 



No. 805 

Nou-Extendiug* Card Holder — 5/16" 
tubing, upright 15"; frame will hold 
card size ll"xl4", flat metal base. 
Finished in oxidized copper only. 

No. 815 — Same as No. 805, for card 
7"xll", 5/16" tubing, upright 12". 
No. 825 — Same as No. 805, for card 
5V2 "x 7", 5/16" tubing, upright 9". 



Card Holder — Non-extending upright 
14" high, %" tubing, mounted on 
solid cast brass base 5i/4" diameter, 
felted. To hold card size ll"xl4". 
No. 812 — Same as No. 802 except 
to hold card size 7"xll". 

No. 8021 — Same as No. 802 except 
mounted on 5" square cast brass 
base, rubber tipped. 

No. 8121 — Same as No. 812 except 
mounted on 5" square cast brass 
base, rubber tipped. 


No. 822 

Card Holder — Non-extending upright 
14" high, %" tubing, mounted on 
solid cast brass base 6" diameter, 
felted. To hold card size ll"xl4". 
No. 832 — Same as No. 822 except to 
hold card size 7"xll". 

No. 8221 — Same as No. 822 except 
mounted on 5" square cast brass 
base, rubber tipped. 

No. 8321 — Same as No. 832 except 
mounted on 5" square cast brass 
base, rubber tipped. 


Kindly specify finish wanted, see page 8 
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Brass Display Stands 



No. 840 

Card Holder — Non-extend- 
ing-, flat metal base, 14 " up- 
rig-ht. made in the following 
heights, 6", 9", 12", and 15", 
flnished in oxidized copper 
only. 


Q 


No. 835 

Spiral Card Holder — Height 
of stem 5", 1%" base. 



No. 850 

Spiral Card Holder — Height 
of stem 6". base 3". 



NO. 845 

Card Holder — Non-extend- 
ing. flat metal base M" up- 
right, made in 12". 15" and 
18" heights, finished in oxi- 
dized copper only. 



No. 288 


Handkerchief Stand — Vo" upright. 30" 
over all, mounted on solid cast brass 
base 7" diameter, felted. Has eight 
arms with felted clips on ends, spread 
of stand 12". 

No. 2881 — Sa.me as labove except 
mounted on 6" square cast brass 
base, rubber tipped. 



Card Holder— 21 / 2 " high, base 134 " 
diameter, in nickel plated and 
oxidized copper finish only. 



No. 298 

Counter Display Stand— Height 36" 
tubing, spread of stand 
22 , front arms 10%" long, mounted 
on solid cast brass base 1%" di- 
ameter, felted. With full frame card- 
holder to hold card size 5i4"x7". 

No. 2981— Same as above except 
mounted on 7" square cast brass 
base, rubber tipped. 



No. 1053 

Bird Cage Stand— Upright %"x%" 
tubing, 30" extending to 60", mounted 
on solid cast brass base 10%" di- 
ameter, felted. 
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Brass Shoe Stands 




No. 680 


Adjustable Singrle Shoe Stand — %" 

x%" tubing^, upright 12" extending 
to 24", metal top 4"xll", solid cast 
brass base 6" diameter, felted. 

No. 690 — Same as No. 680, except up- 
right is 18" extending to 36". 

No. 6801 — Same as No. 680, except 
mounted on 5" square cast brass 
base, rubber tipped. 

No. 6901 — Same as No. 690, except 
mounted on 5" square cast brass 
base, rubber tipped. 



Adjustable Double Shoe Stand — Vj" 

x%" tubing, upright 12" extending 
to 24" metal top SV 2 XII" mounted on 
solid cast brass base 7" diameter, 
felted. 

No. 670— Same as No. 660 except 
upright is 18" extending to 36". 

No. 6601 — Same as No. 660 except 
mounted on 6" square cast brass base, 
rubber tipped. 

No. 6701 — Same as No. 670 except 
mounted on 6" square cast brass base, 
rubber tipped. 



No. 640 


Adjustable Single Shoe Stand — 

x%" tubing, upright 12" extending 
to 24", mounted on solid cast brass 
base 51/^" diameter, felted. 

No. 650 — Same as No. 640, except 
upright is 18" extending to 36". 

No. 6401 — Same as No. 640, except 
mounted on 4" square cast brass 
base, rubber tipped. 

No. 6501 — Same as No. 650, except 
mounted on 4" square cast brass 
base, rubber tipped. 



Adjustable Double Shoe Stand — V 2 " 

x%" tubing, upright 12" extending to 
2 4", mounted on solid cast brass base 
7" diameter, felted. 

No. 655 — Same as No. 645 except up- 
right is 18" extending to 36". 

No. 6451 — Same as No. 645 except 
mounted on 6" square cast brass base, 
rubber tipped. 

No. 6551 — Same as No. 655 except 
mounted on 6" square cast brass base, 
rubber tipped. 


No. 620 

Adjustable Single Shoe Stand — ■%" 

x^" tubing, upright 12" extending 
to 24", metal scroll top 4"xl3", with 
adjustable heel rest, mounted on solid 
cast brass base 6" diameter, felted. 
No. 630 — Same as No. 620, except 
upright is 18" extending to 36". 

No. 6201 — Same as No. 620, except 
mounted on 5" square cast brass 
base, rubber tipped. 

No. 6301 — Same as No. 630, except 
mounted on 5" square cast brass 
base, rubber tipped. 





No. 600 

Adjustable Double Shoe Stand — 

x%" tubing, upright 12" extending 
on solid cast brass base 7" diameter, 
felted. 

No. 610 — Same as No. 600 except up- 
right is 18" extending to 36". 

No. 6001 — Same as No. 600 except 
mounted on 6" square cast brass 
base, rubber tipped. 

No. 6101 — Same as No. 610 except 
mounted on 6" square cast brass base, 
rubber tipped. 






Kindly specify finish wanted, see page 8 
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Brass Display Stands 



No. 700 


Adjustable Double Shoe Stand — %"x 

Vx” tubing", uprig-ht 12" extending to 
24" mounted on solid cast brass base 
6" diameter, felted. 

No. 710— Same as No. 700 except up- 
rig-ht is 18" extending to 26". 

No. 7001 — Same as No. 700, except 
mounted on 5" square cast brass 

base, rubber tipped. 

No. 7101 — Same as No. 710 except 
mounted on 5" square cast brass 

base, rubber tipped. 



No. 720 

Heel Rest — ^For single shoe display. 
3V2" high base, 2i/^" diameter. 


f 


4 ^ 


No. 166 

Stationary Cabinet Post — %" tubing, 
10" long, with ball end. Flange 2%" 
in diameter. 



No. 184 


Extension Mirror — 10"xl4" beveled 
glass mirror, metal frame and ex- 
tension bracket, extending 3' Fin- 
ished in oxidized copper or statuary 
bronze. 



No. 186 

Hand Mirror — ^8"xl0" beveled glass 
mirror, wood back and handle. Fin- 
ished in mahogany, ivory and French 
gray. 

No. 187 — Same as No. 186 except the 
mirror is 7"x9". 



No. 181 

Counter Mirror — 10"xl4" beveled 
glass mirror, metal frame, mounted 
on solid cast brass base 71 / 2 " dia- 
metei’, felted. TTpright 12" extending 
to 24", 1 / 2 "x%" tubing. 

No. 1811 — Same as No. 181 except 
mounted on 7" square cast brass 
base, rubber tipped. 
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No. 2751 

Adjustable Double Tee Stand — %"x 

Vj'' tubing, upright 36" extending to 
72". cross-bars 30" long, mounted on 
7" cast brass ba/se, rubber tipped, 

No. 275 Adjustable Double Tee Stand 
— same as No. 2571 except mounted 
on solid cast brass base 71 / 2 " dia- 
meter, felted. 


Brass Display 
Stands 



No. 2251 

Five-way Adjustable Glove Stand — 

tubing, upright 12" extend- 
ing to 24", spread of stand 24", 
mounted on 6" square cast brass 
base, rubber tipped. 

No_. 225 — Five- Way Adjustable Glove 
Stand — same as No. 2251 excent 
mounted on solid cast brass base 7" 
diameter, felted. 



NO. 2651 

Adjustable Triple Tee Stand — %" up- 
right. 48" high, three cross-bars are 
adjustable on upright, length of 
cross-bars 30", mounted on 7" square 
cast brass base, rubber tipped. 

No. 265 — Adjustable Triple Tee stand 
— same as No. 2651 except mounted 
on solid cast brass base SV 2 " dia- 
meter, felted. 



Adjustable Tee Stand — %"xi/4" tub- 
ing. upright 18" extending to 36", 
cross-bar 18", mounted on 5" square 
brass base, rubber tipped. 

No. 250 — Adjustable Tee Stand — Same 
as No. 2501 except mounted on solid 
cast brass base 6" diameter, felted. 



No. 3401 No, 3501 No. 3601 


No. 3401 — Adjustable Hat Stand — %"xi/4" tubing, upright 15" 
extending to 30", mounted on 4" square brass base, rubber 
tipped. 

No, 340 — Adjustable Hat Stand — Same as No. 3401 except 

mounted on solid cast brass base iV 2 " diameter, felted. 

No. 3501 — Adjustable Hat Stand — tubing, upright 18" 
extending to 36", mounted on 4" square brass base, rubber 
tipped. 

No. 350 — Adjustable Hat Stand — Same as No. 3501 except 

mounted on solid cast brass base 5i/4" diameter, felted. 

No. 3601 — Adjustable Hat Stand — %"xi/4" tubing, upright 21" 
extending to 42", mounted on 5" square brass base, rubber 
tipped. 

No. 360 — Adjustable Hat Stand — Same as No. 3601 except 

mounted on solid cast brass base 6" diameter, felted. 


Kindly specify finish wanted, see page 8 
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Brass Display Stands 



No. 2201 

Adjustable Waist Stand — tub- 
ing-, upright 18" extending to 36", 
cross-bar 16", mounted on 5" square 
cast brass base, rubber tipped. 

No. 220 — Adjustable Waist Stand — 
Same as No. 2201 except mounted on 
solid cast brass base 6" diameter, 
felted. 



No. 2351 

Adjustable Curved-Bar Tee Stand — 

Used for displaying children’s wear, 
%"xi/4" tubing, 12" upright extend- 
ing to 24", 12" cross-bar, mounted 
on 4" square cast brass base, rubber 
tipped. 

No. 235 — Adjustable Curved-Bar Tee 
Stand — Same as No. 2351 exof^nt 
mounted on solid cast brass base 
diameter, felted. 



Adjustable Dress or Coat Stand — 

y 2 "x%" tubing, upright 24" extend- 
ing to 48", cross-bar 18", mounted 
on 6" square cast brass base, rubber 
tipped. 

No. 200 — Adjustable Dress or Coat 
Stand — Same as No. 2001 except 
mounted on solid cast brass base 7" 
diameter, felted. 



Adjustable Triple Tee Stand — %"x 

1/4" tubing, upright 18" extending to 
36", cross-bars 10" long, spread of 
stand i23", mounted on solid cast 
brass base 6" in diameter, felted. 
No. 320 — Same as above except 
mounted on 5" square cast brass 
base, rubber tipped. 





NO. 1151 

Adjustable Bead Stand — l_."x%" tub- 
ing, upright 18" extending to 36", 
cross-bar 21" mounted on 6" square 
cast brass base, rubber tipped. 

No. 115 — Adjustable Bead Stand — 
Same as No. 1151 except mounted on 
solid cast brass base 7" aiameter, 
felted. 



No. 2601 

Adjustable Piece Goods Stand — %"x 

1/4" tubing, upright 21" extending to 
42", cross-bar 15", mounted on 5" 
square cast brass base, rubber tipped. 
No. 260 — Adjustable Piece Goods 
— Same as No. 2601 except mounted 
on solid cast brass base 6" diameter, 
felted. 
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Cabinet Rails 



No. 161 

Cabinet Railing* — Railing’ made of 1" brass tubing fitted with 
end knobs; lirackets are heavy solid cast brass extending 9" 
with 2" drop. Furnished in any desired length and finish. 



Cabinet Railing* — Railing made of brass tubing fitted 

with end knobs; brackets are heavy solid cast brass extend- 
ing 7" with 2" drop. Furnished in any desired length and 
finish. 



No. 163 

Cabinet Railing* — Railing made of %" brass tubing fitted with 
end knobs; brackets are heavy solid cast brass extending 4" 
with 2" drop. Furnished in any desired length and finish. 



No. 167 



No. 164 


Pull-Out Rack for Waist Cabinets — This 
fixture can be built any length to fit dimen- 
sions of your waist cabinet. 


Railing*s for Clothing* Cabinets — The above 
cut isliows our standard cabinet railing 
made of %" brass tubing, with ball fittings; 
posts are 6" over all; flange 2 Vs" diameter. 
The above railing can be furnished in any 
desired length, our stock size being 3 feet. 


Kindly specify finish wanted, see page 8 
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Fancy Wicker Baskets and Vases 



No. 1703 

Fancy Wicker Basket 
Heights over all 20", 24", 26" and 30" 


Old Ivory Finish 


No. 1701 

Fancy Wicker Vase 
Heights 12", 18", 24" and 30" 




No. 1700 

Fancy Wicker Vase 
Height 24" 



No. 1704 

Fancy Wicker Basket 
Heights over all 20" and 36" 



No. 1702 

Fancy Wicker Vase 
Heights 24" and 30" 
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Window Valances 



No. 1508 

Window Valance — I^ig-ht tan poplin, blue ap- 
plique. outlined with white cording:. 18 " deep. 



No. 1509 

Window Valance — Tan basket weave, cream ap- 
l)lique, outlined with black cording:. 18 " deep. 



No. 1516 

Window Valance — Tan crash, blue applique, out- 
lined with white cording:. IS" deep. 



NO. 1511 

Window Valance — Tan crash, blue applique, out- 
lined with white cording-. 18 " deep. 



No. 1512 

Window Valance — Cream poplin, brown applique, 
outlined with white cording-. 18 " deep. 



No. 1513 

Window Valance — Cream poplin, green poplin ap- 
plique, outlined with white cording. IS" deep. 



No. 1514 

Window Valance — Tan crash, brown applique, 
outlined with white cording. 18 " deep. 



NO. 1515 

Window Valance — Tan basket weave, brown ap- 
plique, outlined with white cording, 18 " deep. 
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Window 



No. 1500 

Window Valance — Tan crash, brown applique, 
outlined with white cording. IS" deep. 



No. 1501 

Window Valance — Tan crash, tan applique, out- 
lined with brown cording. IS" deep. 



NO. 1502 

Window Valance — Tan crash, brown applique, out- 
lined with white cording. 18" deep. 



No. 1517 

Window Valance — Tan basket weave, cream ap- 
plique, outlined with white cording. 18" deep. 


Valances 



No. 1504 

Window Valance — Tan crash, brown applique, 
outlined with white coi'ding. 18" deep. 



NO. 1505 

Window Valance — Tan crash, brown applique, 
outlined with white cording. 18" deep. 



NO. 1506 

Window Valance — Basket weave tan, blue ap- 
plique, outlined with white cording. 12 " deep. 



No. 1507 

Window Valance — Tan crash, tan applique, out- 
lined with brown cording. IS" deep. 
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Garment Hangers 



Men’s Combination Suit Hanger — 
A first-class hanger, both in shape 
and appearance; fully guaranteed 
as to strength; smooth buff finish, 
18" long. 

No. 990 

Boy’s Combination Suit Hanger — 
Same as No. 900, except 14" in 
length. 



Ladies’ Combination Suit Hanger — 
Exceptionally well made, very 
smooth finish. 



No. 910 

Ladies’ Round Garment Hanger- - 
Smooth finish, 16" long. 





No. 980 

Ladies’ Waist Hanger — Vs'' thick, 
16" long; made especially strong; 
will not injure most delicate gar- 
ment. Waxed finish. 



No. 950 

Ladies’ Skirt Hanger — Heavy 

tinned wire, self adjusting. 



Ladies’ Wire Skirt Hangers — Heavy 
tinned wire. A favorite with large 
users. 



No. 920 


Ladies’ Enameled Waist Hangers — 
^/4" thick 16" long. Blue, white and 
pink enameled finish. 



Ladies’ Waist Hangers — thick 
16" long, equipped with rubber tips 
to prevent garments slipping. 
Smooth wax finish. 


Kindly specify finish wanted, see page 8 
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No. 1540 




Display Dolls 


No. 1544 


No. 1540 — Display Doll — Dark Hair, 
full jointed, 36" high. 

No. 1541 — Display I) o 1 1 — D ark 
Hair, full jointed, 30" high. 

No. 1542 — Blonde Haired Character 
Doll — full jointed except at knees, 
24" high. 

No. 1543 — Dark Haired Character 
Doll — full jointed except at knees. 
24" high. 

No. 1544 — Bald Character Doll — 
full jointed except at knees, 24" 
high. 



No. 1541 





NO. 1542 


No. 1543 


Kindly specify finish wanted, see page 8 


For Index and fset Price List see last pages 


Manufacturers of Quality Display Fixtures Since 1856 


57 


Georgian Period 
Wood Display Fixtures 

N the Georgian Period Wood Display Fixtures we have 
a distinctively new and novel design which is complete 
in every detail. 

This period was designed and in vogue, during the 
reign of the four Georges in England, from 1715 to 
1820, and corresponded to the Colonial Style in the 
United States. Robert and James Adam were responsible for the 
development of this period from the Italian or Palladian style by 
Inigo Jones. 

We wish to call particular attention to our showing of Plateaux, 
Pedestals, Console Tables, etc. 

The same harmonious outlines are evident in the Costume and 
Waist Form Bases, as in the Hat and Drape Stands. 

A modern window trim demands the use of these various size 
tables, plateaux, and pedestals. It permits the proper display of 
merchandise without over-crowding, and simplifies the work of the 
Display Man. 

Natural wood finishes are used, the fluted grooves being lined 
in contrasting colors. 

Unless otherwise specified, Georgian Period Display Fixtures 
will be furnished in American Walnut finish, gold striped. 



When you buy **McKenna** Fixtures you have bought the best 



58 


McKenna Brass & Manufacturing Co., Inc., Pittsburgh, Pa., U. S. A. 




No. 4707 

Ladies’ Dress and Waist Stand — 
Rigid standards. 24" and 30" 
height, 6" base; 36", 42" and 48" 
heights, 8" bases; 17" curved top. 



Georgian 

Period 




No. 4700 


Hat Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 30", 
36" and 42" heights, 6" bases; 48", 
54" and 60" heights, 8" bases. 



No. 4701 


Fur Stand — Rigid standards. 30" 
and 36" heights, 6" bases; 16" 
spread. 


No. 4708 

Ladies’ Dress and Waist Stand — 
Rigid standards. 24" and 30" 
height, 6" base; 36", 42" and 48" 
heights, 8" bases; 17" curved top. 



r ■ 





No. 4711 


Double Tee Stand — Rigid stand- 
ards. 18", 24", 30" and 36" 

heights, 6" bases; 18" spread. 
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No. 4741 

Drapery Stand — Rigid standards. 
30" and 36" heights, 6" bases; 42" 
and 48" heights, 8" bases; 54" and 
60" heights, 9" bases; 18" spread. 


4 



No. 4709 


Men’s Clothing Stand — Rigid stand- 
ards. 24" and 30" heights, 6" bases; 
36", 42" and 48" heights, 8" bases. 


Georgian 

Period 






No. 4706 

Tee Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 30" 
and 36" heights, 6" bases; 42" and 
48" heights, 8" bases. 


No. 4750 

Men’s Clothing Stand — Rigid stand- 
ards. 24" and 30" heights, 6" bases; 
36", 42" and 48" heights, 8" bases. 



No. 4737 

Heel Rest Double Heel Rest 


No. 4735 

Single Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases. Tilting oval 
glass tops, 4^" X 10". 




Kindly specify finish wanted, see page 8 
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No. 4736 


Single Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 2x7" 
tilting oblong tops. 



No. 4729 


Double Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 7x11" 
tilting oval tops. 


Georgian 

Period 



No. 4734 


Double Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 8x10" 
tilting tops, cane insert. 



No. 4730 


Double Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; IV 2 - 
x91^" oblong tilting tops. 





No. 4733 


Double Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; 2x7" tilting 
tops. 



No. 4732 


Double Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; 81^x14^/^" 
diamond tilting tops. 
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No. 4739 


Georgian 

Period 



No. 4751 


Oval Card Stand — Height, 18" 
overall; 5" base to hold card 
9x111/2". 


Card Stand — Rigid standards. 7 
X 11" card frame, height 15" over 
all, 5" base. 


No. 4740 

Card Holder — Height, 5"; 3" base. 

-I- 

No. 4716 

Cross Bar Tie Stand — Rigid stand- 
ard. 24" height, 6" base; 18" cross 
bar. 





No. 4713 

Cane Holder — 5" base. 




No. 4712 

Shirt and Box Goods Stand — Rigid 
standards. 18" height, 5" base; 
24" height, 6" base, 4x8" tilting 
top. 


No. 4715 

Triangle Tie Stand — Rigid stand- 
ard. 24" height, 6" base, tilting 
top. 


Kindly specify finish wanted, see page 8 
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No. 4721 


Shirt Stand — Rigid standards. 18‘ 
and 24" heights, 6" bases; 9x16' 
tilting tops. 


Georgian 

Period 



No 4724 


Shirt Stand — Rigid standards. 18" 
and 24" heights, 6" bases; round 
tilting tops, 13 1/^" diameter. 



No. 4722 

Shirt Stand — Rigid standards. 18" 
and 24" heights, 6" bases; ll^^- 
xlll/^" tilting tops. 



No 4710 

Triple Ring Cluster Stand — Rigid 
standard. 24" height, 5" base; 18" 
spread. 

No. 4703 

Collar Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24" and 
30" heights, 6" bases. 


No. 4700 

Hat Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 
30", 36" and 42" heights, 6" bases, 
48", 54" and 60" heights, 8" bases. 
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No. 4725 

Pedestal — Solid oval tops, 10"xl4''. 
Heights, 12", 18", 24", 30" and 36". 


Georgian 

Period 




No. 4726 


Double Pedestal — Solid oval tops, 
10x18". Heights, 12", 18", 24" 
and 30". 



No. 4702 


.Jewelry Stand — Rigid standards. 
18" and 24" heights, 6" bases, 12" 
spread. 



No. 4720 


Double Pedestal — Solid oblong 

tops, 10x18". Heights, 12", 18", 
24" and 30". 



No. 4704 

Pedestal — Solid oblong tops, 10x14". 
Heights, 12", 18", 24", 30" and 36". 


Kindly specify finish wanted, see page 8 
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Georgian Period 



No. 4728 

Plateau — Solid oblong tops, 12x24". 
Heights, 12", 18", 24" and 30". 


No. 4727 

Plateau — S olid tops, 12x12". 
Heights, 12", 18", 24", 30" and 36". 





No. 4719 


No. 4717 


Plateau — Solid oval tops, 14x26". 
Heights, 12", 18", 24", 30" and 36". 


Console Table — Solid tops, 12x30". 
Height, 24". 
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Georgian 

Period 



No. 4745 


Giant Plateau — Solid tops, 36x54". 
Height 8". 



No. 4746 

Three-Way Table — Solid tops, 12- 
xl2". Height of center unit 30". 
Height of right unit 141^". Height 
of left unit 23". Complete spread 
30". 



No. 4718 

Console Table — Solid tops 12x24". 
Height 24". 


Kindly specify finish wanted, see page 8 
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Georgian Period 



No. 4748 

Window Divider — Constructed with 
heavy Georgian style wood frame 
and solid wood panels. Sizes 36" 
high by 42" long and 36" high by 
48" long. 



No. 4743 
Slab — 12x24" 
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Korinthian Period 
Wood Display Fixtures 

HE Korinthian Line of Fixtures offers a refreshing and 
unusual departure from all other periods, it embodies a 
gracefulness of design and daintiness in originality and 
appearance, that will instantly appeal to those merchants 
who are desirous of obtaining and whose requirements 
demand ‘'something different'' and yet not too extreme 
— to meet the constantly changing styles, and to such merchants we 
unequivocally recommend Korinthian Style Wood Display Fixtures. 

Never before have enameled finish Window Display Fixtures 
been in vogue and met with more popularity than today. While 
Korinthian Style Fixtures can be furnished in any standard wood 
finish, they are particularly appealing in enameled finishes, either in 
solid one color enamel or in combination two color enameled finishes. 
The Hand Carved “fluting" or grooves in the bases and standards of 
these Fixtures, permit a diversity of two color combination effects, 
such as as gray and blue, blue and gold, white and blue, etc., the relief 
or contrasting color being shown in the grooves of the bases and 
standards — thus securing a dainty and pleasing appearance, not ob- 
tainable in other styles. Unless otherwise specified, French Gray 
Enameled Finish will be furnished. 

Korinthian Style Wood Display Fixtures should not be confused 
with inferior imitations, as they are all accurately turned, hand carved 
and beautifully finished. 





Kindly specify finish wanted, see page 8 
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No. 4107 

Ladies’ Dress and Waist Stand — 
Rigid standards. 30" height, 6" 
base; 36", 42" and 48" heights, 8" 
bases; 17" curved tops. 



No. 4139 


Korinthian 

Period 



No. 4100 


Hat Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 
30", 36" and 42" heights, 6" bases; 
48", 54" and 60" heights, 8" bases. 



No. 4108 

Ladies’ Dress and Waist Stand — 
Rigid standards. 30" height, 6" 
base; 36", 42" and 48" heights, 8" 
bases; 17" curved tops. 



No. 4151 


Card Stand — Rigid standard. 5^/^ 
X 7" card frame. Height, 15" over 
all; 5" base. 

No. 4151-A 


Oval Card Stand — Height, 18" Card Stand — Sam-e as No. 4151, ex- 

over all; 5" base. cept with 7x11" card frame. 
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No. 4150 


Men’s Clothing Stand — Rigid stand- 
ards. 36'", 42" and 48" heights, 8" 
bases. 



No. 4114 

Five-Hole Umbrella Stand — 5" 

base. 




Korinthian 

Period 



Tee Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 30" 
and 36" heights, 6" bases; 42" and 
48" heights, 8" bases. 



No. 4109 


Men’s Clothing Stand — Rigid stand- 
ards. 36", 42" and 48" heights, 8" 
bases. 



No. 4113 

Cane Holder — 5" base. 


Kindly specify finish wanted, see page 8 
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Korinthian 

Period 


No. 4121 


Shirt Stand — Rigid standards. 18" 
and 24" heights, 6" bases; 9x16" 
tilting top. 



No. 4122 

Shirt Stand — Rigid standards. 18" 
and 24" heights, 6" bases; IIV 2 - 
XIIV 2 '' tilting tops. 


No. 4116 

Cross Bar Tie Stand — Rigid stand- 
ard. 24" height, 6" base; 18" cross 
bar. 





No. 4115 


No. 4100 



Triangle Tie Stand — Rigid stand- 
ard. 24" height, 6" base; tilting 
top. 


Hat Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 30", 
36" and 42" heights, 6" bases; 48", 
54" and 60" heights, 8" bases. 
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No. 4103 


Collar Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24" and 
30" heights, 6" bases. 



Hat Top and Ring Cross Bar Clus- 
ter Stand — Rigid standard. 24" 
height, 6" base; 18" spread. 


Korinthian 

Period 



Triple Ring Cluster Stand — Rigid 
standard. 18" height, 5" base; 12" 
spread. 


No. 4112 

Shirt and Box Goods Stand — Rigid 
standards. 18" height, 5" base; 
24" height, 6" base; 4x8" tilting 
top. 


No. 4105 

Collar Top and Ring Cross Bar 
Cluster Stand — Rigid standard. 24" 
height, 6" base; 18" spread. 




Kindly specify finish wanted, see page 8 
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Korinthian 

Period 


LJ 




No. 4132 



No. 4136 


Single Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 2x7" 
tilting oblong tops. 



No. 4134 

Single Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; tilting oval 
glass tops. 



No. 4133 


Double Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; 2x7" tilting 
oblong tops. 



No. 4130 


Single Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 5x10" 
tilting oblong tops. 


Double Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; SV 2 XI 4 V 2 '' 
diamond tilting tops. 



No. 4135 

Single Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; tilting 
diamond glass tops. 
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No. 4128 

Plateau — 18x18'' solid wood tops, 
with shelf below as illustrated; 24" 
and 30" heights. 


Korinthian 

Period 



No. 4127 


Plateau — 18x18" solid wood tops, 
Heights — 8", 12" and 18". 



No. 4129 



No. 4137 
Heel Rest 



No. 4125 


Single Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 5x10" 
tilting oval tops. 


Pedestal — Rigid standards. 12" 
height, 5" base and top; 18" and 
24" heights, 6" bases and tops; 3'0" 
and 36" heights, 8" bases and tops. 


Kindly specify finish wanted, see page 8 
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Korinthian Period 



No. 4163 


“Korinthian” Style Window Di- 
vider — Constructed with heavy 
“Korinthian” style wood frame and 
solid wood panels. Sizes 36" high 
by 42" long and 36" high by 48" 
long. 
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William and Mary Period 
Wood Display Fixtures 

ROB ABLY no other line of Period Wood Display Fixtures has enjoyed the 
popullarity of William and Mary Period Display Fixtures during the past 
several years. The origin of this period or style, dates back to the year 
1688 , from which time it flourished and was in vogue up to and including 
the first several years of the Eighteenth century. 

The beginning of the reign of King William and Queen Mary, found England 
on the verge of turning from a period of many years’ warfare to a more peaceful era, 
which consequently involved many changes and improvements in domestic modes. 
William and Mary (the former being a Hollander), having spent many years in Holland, 
upon their accession to the throne invited quite a few of the nobility of Holland to Eng- 
land — and these naturally brought with them many of the customs and styles of their 
former country. 

The English were quick to realize that the styles from Holland were much more 
superior and better adapted to their comfort and requirements than most of the then 
existing English designs — and as a consequence the styles introduced by William and 
Mary and their followers, rapidly found favor and were gradually adopted and accepted 
by the English. 

However, various changes introducing numerous ideas of their own, were, in the 
course of time, incorporated into this line by the English and from them, there grad- 
ually evolved a distinctly new period — the William and Mary Period, with which all are 
familiar today — a period, named after the monarchs William and Mary, who reigned 
during its inception and original vogue. 

Up to this time straight lines and rectangular forms had been most popular in 
all styles of English furniture — curves were carefully avoided except by the most ex- 
pert carvers. During the advent of William and Mary period furniture, however, light- 
ness and daintiness in design work, were more considered than ever before, and gave 
way to the old style massive designs. 

Unless otherwise specified, William and Mary Display Fixtures will be furnished 
in Circassion Walnut Finish. 



Kindly specify finish wanted, see page 8 
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No. 9007 

Ladies’ Dress and Waist Stand — 
Rigid standards. 30" height, 6" 
bases; 36", 42" and 48" heights, 
8" bases; 17" curved tops. 



No. 9043 
Slab — 12x24" 



William and Mary 
Period 


No. 9008 

Ladies’ Dress and Waist Stand — 
Rigid standards. 30" height, 6" 
base; 36", 42" and 48" heights, 
8" bases; 17" curved tops. 


No. 9000 

Hat Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 30", 
36" and 42" heights, 6" bases; 48", 
54" and 60" heights, 8" bases. 


No. 9025 





Pedestal — Rigid standards. 12" 
height, 5" base; 18" and 24" 
heights, 6" bases; 30" and 36" 
heights, 8" bases. 


When you buy “McKenna” Fixtures you have bought the best 


Manufacturers of Quality Display Fixtures Since 1856 


77 



No. 9050 

Men’s Clothing Stand — Rigid stand- 
ards. 36", 42" and 48" heights, 8" 
bases. 


William and Mary 
Period 



No. 9006 



Tee Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 30" 
and 36" heights, 6" bases; 42" and 
48" heights, 8" bases. 


No. 9027 


Plateau — 14" wide x 24" long. 
Removable slab tops. 8", 12" and 
18" heights. 



No. 9009 

Men’s Clothing Stand — Rigid stand- 
ards. 36", 42" and 48" heights, 8" 
bases. 



No. 9028 


Plateau — 18x18". Removable slab 
tops. 24" and 30" heights. 


Kindly specify finish wanted, see page 8 
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No. 9003 


Collar Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24" and 
30" heights, 6" bases. 



No. 0021 


Shirt Stand — Rigid standards. 18" 
and 24" heights, 6" bases; 9x16" 
tilting top. 


William and Mary 
Period 


No. 9000 

Hat Stand — Rigid standards. 12" 
and 18" heights, 5" bases; 24", 
30", 36" and 42" heights, 6" bases; 
48", 54" and 60" heights; 8" bases. 


No. 9012 

Shirt and Box Goods Stand — Rigid 
standards. 18" height, 5" base; 
24" height, 6" base; tilting top. 




No. 9022 

Shirt Stand — Rigid standards. 18" 
and 24" heights, 6" bases; ll^/^x- 
11^/^" tilting top. 
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William and Mary Period 



No. 9001 


Triple Hat Cluster Stand — Rigid 
standard. 24" height, 6" base; 18" 
spread. 


9 

O — — o 



No. 9010 

Triple Ring Cluster Stand — Rigid 
standard. 18" height, 5" base; 12" 
spread. 





No. 9004 


Triple Collar Cluster Stand — Rigid 
standard. 24" height, 6" base; 18" 
spread. 



No. 9002 



No. 9005 


Hat Top and Ring Cross Bar Clus- 
ter Stand — Rigid standard. 24" 
height, 6" base; 18" spread. 


Collar Top and Ring Cross Bar 
Cluster Stand — Rigid standard. 24" 
height, 6" base; 18" spread. 


Kindly specify finish wanted, see page 8 
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No. 9036 

Single Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 2x7" 
tilting oblong tops. 


William and Mary 
Period 



No. 9033 



No. 9034 


Single Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; tilting oval 
glass tops. 



No. 9032 


Double Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; 8i/^xl4^/^" 
diamond tilting tops. 


Double Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; 3x7" tilting 
oblong tops. 



No. 9029 


No. 9030 

Single Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 5x10" 
tilting oblong tops. 


Single Shoe Stand — Rigid stand- 
ards. 12" and 18" heights, 5" 
bases; 24" height, 6" base; 5x10" 
tilting oval top. 
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No. 9035 


Single Shoe Stand — Rigid stand- 
ards. 12" height, 5" base; 18" and 
24" heights, 6" bases; tilting dia- 
mond glass top. 



No. 9014 


William and Mary 
Period 



No. 9015 

Triangle Tie Stand — Rigid stand- 
ard. 24" height; 6" base. 


No. 9016 

Cross Bar Tie Stand — Rigid stand- 
ard. 24" height, 6" base; 18" cross 
bar. 



No. 9040 



Five-Hole Umbrella Stand — 5" Card Holder — Height, 5"; 3" base, 

base. 



No. 9051 


Card Stand — Rigid standard. hV 2 - 
x7" card frame. Height, 15" over- 
all; 5" base. 

No. 9051-A 

Card Stand — Same as No. 9051, 
except with 7x11" card frame. 



No. 9013 

Cane Holder — 5" base. 



No. 9037 
Heel Rest 



No. 9039 

Oval Card Stand — Height, 18" 
overall; 5" base. 


Kindly specify finish wanted, see page 8 
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William and Mary Period 



No. 9063 


William and Mary Style Window 
Divider — Constructed with heavy 
William and Mary style wood 
frame and solid wood panels. Sizes 
36" high X 42" long and 36" high x 
48" long. 
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Triplicate Mirrors 



No. 1617 


Made of selected oak, with finished veneered oak backs. Side mirrors 
mounted on oxidized mefal pivot swings, all three mirrors being pivoted 
at top and bottom, thus giving every conceivable position to view. 
Height, 6 V 2 feet. 

No. 1614 — With three 16x44" Plain Plate Mirrors. 

No. 1615 — With three 16x44" Beveled Plate Mirrors. 

No. 1616 — With Center 20x48", Sides 16x44" Plain Plate Mirrors. 

No. 1617 — With Center 20x48", Sides 16x44" Beveled Plate Mirrors. 

Golden Oak finish shipped unless otherwise specified. 


Kindly specify finish wanted, see page 8 
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Triplicate Mirrors 



No. 1613. 


Made of selected oak. Best quality Plate Mirrors, equipped with Patent 
Reversible Hinges, permitting mirrors to be folded flat in front or back, 
and to swing to any desired position, remaining stationary where desired. 
Pinshed veneered oak backs. Height, 6^ feet. 

No. 1610 — With three Plain Plate Mirrors, 16x44". 

No. 1611 — With three Beveled Plate Mirrors, 16x44". 

No. 1612 — With Center 20x48", Sides 16x44" Plain Plate Mirrors. 

No. 1613 — With Center 20x48", Sides 16x44" Beveled Plate Mirrors. 

Golden Oak flnish shipped unless otherwise specifled. 
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Cheval Mirrors 



Cheval Mirror, half stand, made of selected oak, with 
finished back, pivoted to show full figure. 

No. 1607 — With 18x40" Plain Plate Mirror. 

No. 1608 — With 18x40" Beveled Plate Mirror. 

Golden Oak finish shipped unless otherwise specified. 


No. 1608 


A very handsome Mission design Store Mirror. 
Glass sets very low and tilts, so as to give a full 
view down to the shoes. Made of selected oak 
and regularly finished Golden Oak. 

No. 1603 — With 20x48" Plain Plate Mirror. 

No. 1604 — With 20x48" Beveled Plate Mirror. 

Golden Oak finish shipped unless otherwise spec- 
ified. 


No. 1604 


Kindly specify finish wanted, see page 8 
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Shoe and Wall Mirrors 



No. 1635 


Single Shoe Mirror — Mission Oak 
Frame, 11x14" beveled plate mir- 
ror. Golden Oak finish shipped 
anless otherwise specified. 



No. 1640 


Double Shoe Mirror — Glazed on 
both sides with 12x18" mirrors. 
Massively constructed, oak frame. 
Golden Oak finish shipped unless 
otherwise specified. 



No. 1651 


WALL MIRRORS 

Frames are all made of best oak and have Finished Veneered 
Oak Backs. Golden Oak finish shipped unless otherwise speci- 
fied. 


No. 1650 — 2" 

frame, 

Plain 

Glass, 

Size 

16x44 

No. 1651—2" 

frame, 

Beveled 

Glass, 

Size 

16x44 

No. 1652 — 2" 

frame. 

Plain 

Glass, 

Size 

18x40 

No. 1653—2" 

frame, 

Beveled 

Glass, 

Size 

18x40 

No. 1654 — 2" 

frame. 

Plain 

Glass, 

Size 

20x48 

No. 1655—2" 

frame, 

Beveled 

Glass, 

Size 

20x48 

No. 1656—2" 

frame. 

Plain 

Plate, 

Size 

24x48 

No. 1657—2" 

frame. 

Beveled 

Glass, 

Size 

24x48 

No. 1658— 2 1^" 

frame. 

Plain 

Glass, 

Size 

24x60 

No. 1659—21/2" 

frame, 

Beveled 

Glass, 

Size 

24x60 

No. 1660— 21 / 2 " 

frame. 

Plain 

Glass, 

Size 

30x60 

No. 1661 — 21 / 2 " 

frame. 

Beveled 

Glass, 

Size 

30x60 

No. 1662—3" 

frame. 

Plain 

Glass, 

Size 

30x72 

No. 1663—3" 

frame. 

Beveled 

Glass, 

Size 

30x72 

No. 1664 — 3" 

frame. 

Plain 

Glass, 

Size 

36x72 

No. 1665 — 3" 

frame. 

Beveled 

Glass, 

Size 

36x72 

No. 1666— 31 / 2 " 

frame. 

Plain 

Glass, 

Size 

36x84 

NO. 1667— 31 / 2 " 

frame. 

Beveled 

Glass, 

Size 

36x84 
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Triplicate Mirrors 



No. 1600 — Plate Glass Mirrors. 

Center Mirror, 20" x 48", 1" Bevel. 

Side Mirrors, 16" x 48", 1" Bevel. 

Veneer Backs finished in Mahogany or Oak. 

Metal parts finished in Oxidized Copper, Statuary Bronze, Nickel or Brass Electro-plate. 
No. 1601 — Same as No. 1600, except that all three mirrors are 20" x 48". 


Kindly specify finish wanted, see page 8 
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Cheval Mirrors 




No. 1605 


No. 1606 


16'' X 44", 1" Bevel 20" x 48", 1" Bevel 

Plate Glass Mirrors 

Metal parts finished in Oxidized Copper, Statuary Bronze. Veneer 
Backs finished in Mahogany or Oak. Always specify finish wanted. 
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Shoe Mirrors and Settees 



No. 1630 — Shoe Mirror 


Single Mirrors, with Veneer Backs. 

No. 1631 — 16" X 18", 1" Bevel Mirror. 

No. 1630 — 16" X 24", 1" Bevel Mirror. 

Double Mirrors, Back to Back 
No. 1633— Two 16" x 18" Mirrors. 

No. 1632 — Two 16" x 24" Mirrors. 

Metal parts are finished in Oxidized Cop- 
per or Statuary Bronze. Veneer Backs are 
finished in Mahogany or Oak. Always 
specify finish desired. 



No. 1646 
SETTEE 

Length, 6 feet. Made of Selected Oak 
throughout. Has solid concave wood seat, 
open back. Substantially constructed. 
Golden Oak finish shipped unles otherwise 
specified. 



No. 1620 — Shoe Mirror 


Single Mirrors with Veneer Backs 
No. 1620 — 10" X 14", %" Bevel Oval Mirror. 
No. 1621—12" X 16", %" Bevel Oval Mirror. 

Double Mirrors, Back to Back 
No. 1625 — Two 10" x 14" Oval Mirrors. 
No. 1626 — Two 12" x 16" Oval Mirrors. 
Metal parts are finished in Oxidized Copper 
or Statuary Bronze. Veneer backs are fin- 
ished in Mahogany or Oak. Always specify 
finish desired. 



No. 1645 
SETTEE 

Length, 6 feet. Frame made of Selected 
Oak, upholstered with best quality imitation 
leather. Golden Oak finish shipped unless 
otherwise specified. 


Kindly specify finish wanted, see page 8 
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Shoe Fitting Stools and Seats 


No. 1675 

Oak Shoe Fitting Stool — Extra 
heavy construction with special 
foot rest. Golden Oak finish 
shipped unless otherwise specified. 




No. 1680 

Shoe Fitting Stool— Equipped with 
Iron Heel Plate. Protected by 
Rubber and securely fastened; also 
corrugated Rubber Heel Rest. 
Plain wood tops. Golden Oak fin- 
ish shipped unless otherwise 
specified. 

No. 1681 

Shoe Pitting Stool— Same as No. 
1681, except with Veneered Oak 
Top, upholstered seat, rubber foot 
rest. 




No. 1685 

Shoe Chair — 20 V 2 '' wide. Can be 
used singly or in continuous runs. 
Substantially constructed of select- 
ed, kiln-dried plain oak with up- 
lifting wood saddle seat. Golden 
Oak finish shipped unless other- 
wise specified. 


No. 1670 

Individual Folding Store Seat — 
One of the most popular Store 
Seats. Golden Oak finish shipped 
unless otherwise specified. 
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Net Price List 

Subject to Change Without Notice 


Page No. 9 

400 Ladies Costume Form $16.50 

400/S Ladies Costume Form 17.50 

400/R Ladies Costume Form 16.50 

Page No. 10 

4001 Ladies Costume Form $17.50 

4001 /S Ladies Costume Form 18.50 

4001/R Ladies Costume Form 17.50 

Page No. 11 

400/D Ladies Costume Form $18.25 

400/SD Ladies Costume Form 19.25 

400/RD Ladies Costume Form 18.25 

Page No. 12 

400/K Ladies Costume Form $18.25 

400/SK Ladies Costume Form 19.25 

400/RK Ladies Costume Form 18.25 

Page No. 13 

400/M Ladies Costume Form $17.50 

400/SM Ladies Costume Form 18.50 

400/RM Ladies Costume Form 17.50 

Page No. 14 

400/P Ladies Costume Form $23.00 

400/ SP Ladies Costume Form 24.00 

400/RP Ladies Costume Form 23.00 

Page No. 15 

420 Girls Costume Form, sizes 3, 4, 5, 6 $11.50 

420 Girls Costume Form, sizes 8, 10, 12, 14.. 12.0'0 

4201 Girls Costume Form, sizes 3, 4, 5, 6 12.00 

4201 Girls Costume Form, sizes 8, 10, 12, 14.. 12.50 

420/P Girls Costume Form, sizes 3, 4, 5, 6 15.00 

420/P Girls Costume Form, sizes 8, 10, 12, 14.. 15.50 

Page No. 16 

42'0/D Girls Costume Form, sizes 3, 4, 5, 6 $13.00 

420/D Girls Costume Form, sizes 8, 10, 12, 14.. 13.50 

420/K Girls Costume Form, sizes 3, 4, 5, 6 13.00 

420/K Girls Costume Form, sizes 8, 10, 12, 14.. 13.50 

420/M Girls Costume Form, sizes 3, 4, 5, 6 12.25 

420/M Girls Costume Form, sizes 8, 10, 12, 14.. 12.75 

Page No. 17 

450 Waist Forms $11.00 

450/ S Waist Forms 11.35 

450/R Waist Forms 11.00 

450/B Waist Forms 14.00 

Page No. 18 

4501 Waist Form $11.50 

4501/S Waist Form 12.50 

4501/R Waist Form 11.50 

4501/B Waist Form 14.50 


Page No. 19 

450/D Waist Form $13.50 

450/SD Waist Form 14.25 

450/RD Waist Form 13.50 

450/BD Waist Form 16.50 

Page No. 20 

450/K Waist Forms $13.50 

450/SK Waist Foiths 14.25 

450/RK Waist Forms 13.50 

450/BK Waist Forms 16.50 

Page No. 21 

450/M Waist Forms $12.50 

450/SM Waist Forms 13.25 

450/RM Waist Forms 12.50 

450/BM Waist Forms.. 15.50 

Page No. 22 

450/P Waist Forms $16.50 

450/SP Waist Forms 17.25 

450/RP Waist Forms 16.50 

450/BP Waist Forms 19.50 

Page No. 23 

460 Ladies Sweater Form $14.00 

4601 Ladies Sweater Form 14.50 

460/D Ladies Sweater Form 16.25 

460/K Ladies Sweater Form 16.25 

460/M Ladies Sweater Form 15.50 

460/P Ladies Sweater Form 19.25 

Page No. 24 

440 Ladies Skirt Form $12.00 

4401 Ladies Skirt Form 12.50 

440/D Ladies Skirt Form 15.00 

440/K Ladies Skirt Form 15.00 

440/M Ladies Skirt Form 14.25 

2000 Manufacturer’s Model 21.00 

Page No. 25 

2500 Ladies Costume Form $36.50 

430 Girl’s Costume Form, Sizes 3, 4, 6 18.00 

430 Girl’s Costume Form, sizes 8, 10, 12, 14.... 19.00 

470 Boy’s Forms, sizes 3, 4, 6 18.00 

470 Boy’s Forms, sizes 8, 10, 12, 14 19.00 

170/L Ladies Hosiery Form pr. 10.00 

170 Men’s Hosiery Form pr. 7.50 

Page No. 26 

510 Neckwear Forms $ 6.50 

5101 Neckwear Forms 7.00 

510/D Neckwear Forms 7.25 

510/K Nekwaar Forms 7.25 

510/M Neckwear Forms 6.75 

540 Neckwear Forms 8.00 

5401 Neckwear Forms 8.50 
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Net Price List 


Page No. 26 — Cont. 

540/D Neckwear Forms $ 8.75 

540/K Neckwear Forms 8.75 

540/M Neckwear Forms 8.00 

550 Neckwear Forms 10.00 

5501 Neckwear Forms 10.25 

550/D Neckwear Forms 10.50 

550/K Neckwear Forms 10.50 

550/M Neckwear Forms 10.25 

560 Neckwear Forms 10.50 

5601 Neckwear Forms 10.75 

Page No. 27 

500 Men^s Coat Form $10.00 

5001 Men’s Coat Form 11.00 

500/A Men’s Coat Form 9.00 

5001/A Men’s Coat Form 9.75 

Page No. 28 

500/D Men’s Coat Form $13.25 

500/ AD Men’s Coat Form 11.50 

500/K Men’s Coat Form 13.25 

500/ AK Men’s Coat Form 11.50 

500/M Men’s Coat Form.... 12.50 

500/AM Men’s Coat Form 10.75 

Page No. 29 

490 Men’s Vest Form $ 9.00 

4901 Men’s Vest Form 9.75 

490/D Men’s Vest Form 10.25 

490/K Men’s Vest Form 10.25 

490/M Men’s Vest Form 9.25 

485 Boy’s Coat Form 8.50 

4851 Boy’s Coat Form 9.25 

485/D Boy’s Coat Form 9.75 

485/K Boy’s Coat Form 9.75 

485/M Boy’s Coat Form 8.75 

480 Boy’s Form, sizes 4, 6, 8 10.00 

480 Boy’s Form, sizes 10, 12, 14 11.00 

Page No. 30 

59 Revolving Rack (with cardholder) $25.50 

59 Revolving Rack (without cardholder).... 23.50 

9 Revolving Rack (with cardholder) 20.00 

9/A Revolving Rack (with cardholder) 20.00 

Page No. 31 

19 American Rack $36.50 

29 Columbia Rack 21.00 

39 Columbia Junior Rack w.... 16.00 

129 Columbia Rack 19.00 

139 Waist Rack 11.00 

Page No. 32 

89 Petticoat Rack...., $21.00 

79 Dress, Coat and Suit Rack 15.00 

491 Revolving Waist Rack 14.00 

49 Revolving Waist Rack 13.25 

Page No. 33 

200 Adjustable Dress Stand $ 4.00 

2001 Adjustable Dress Stand 4.25 

220 Adjustable Dress Stand 3.00 


— Continued 


2201 Adjustable Waist Stand $ 3.15 

230 Adjustable Lingerie Stand 3.25 

2301 Adjustable Lingerie Stand 3.40 

235 Adjustable Curved Bar Tee Stand 2.50 

2351 Adjustable Curved Bar Tee Stand 2.65 

240 Adjustable Skirt Stand 5.00 

2401 Adjustable Skirt Stand 5.25 

260 Adjustable Piece Goods Stand 3.25 

2601 Adjustable Piece Goods Stand 3.40 

Page No. 34 

110 Adjustable Triple Hat Stand $ 5.50 

1101 Adjustable Triple Hat Stand 5.70 

202 Adjustable Dress Stand 4.50 

2021 Adjustable Dress Stand 4.75 

204 Adjustable Dress Stand 4.05 

2041 Adjustable Dress Stand 4.30 

222 Adjustable Waist Stand 3.05 

2221 Adjustable Waist Stand 3.20 

330 Adjustable Hat Stand 2.40 

3301 Adjustable Hat Stand 2.55 

340 Adjustable Hat Stand 2.60 

3401 Adjustable Hat Stand 2.75 

350 Adjustable Hat Stand 3.00 

3501 Adjustable Hat Stand 3.15 

360 Adjustable Hat Stand 3.25 

3601 Adjustable Hat Stand 3.40 

390 Curved Hat Bracket and Socket 2.50 

Page No. 35 

65 Adjustable Pillow Stand $ 5.75 

651 Adjustable Pillow Stand 6.00 

215 Glove Stand 1.50 

2151 Glove Stand 1.60 

225 Five-Way Adjustable Glove Stand 8.00 

2251 Five-Way Adjustable Glove Stand 8.25 

274 Adjustable Safety Bead and Bag Stand.... 6.00 

2741 Adjustable Safety Bead and Bag Stand ... 6.25 

310 Flower or Plume Stand 1.25 

3101 Flower or Plume Stand 1.30 

375 Piece Goods Stand doz. 8.00 

570 Adjustable Muff Stand 4.00 

5701 Adjustable Muff Stand 4.25 

Page No. 36 

115 Adjustable Bead Stand $ 7.50 

1151 Adjustable Bead Stand 7.75 

132 Adjustable Revolving Bead Stand 9.00 

1321 Adjustable Revolving Bead Stand 9.35 

144 Adjustable Single Bag Stand 2.50 

1441 Adjustable Single Bag Stand 2.75 

154 Adjustable Single Bag Stand 3.60 

1541 Adjustable Single Bag Stand 3.75 

322 Adjustable Triple Bag Stand 4.90 

3221 Adjustable Triple Bag Stand 5.05 

324 Adjustable Triple Bag Stand 7.25 

3241 Adjustable Triple Bag Stand 7.50 

Page No. 37 

210 Adjustable Tee Stand $ 4.00 

2101 Adjustable Tee Stand 4.25 
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Page No. 37 — Cont. 

212 Adjustable Tee Stand $ 3.85 

2121 Adjustable Tee Stand 4.10 

250 Adjustable Tee Stand 3.00 

2501 Adjustable Tee Stand 3.20 

280 Adjustable Tee Stand 2.25 

2801 Adjustable Tee Stand..... 2.35 

290 Adjustable Tee Stand 2.00 

2901 Adjustable Tee Stand 2.10 

285 Adjustable Tee Stand 5.50 

2851 Adjustable Tee Stand 6.25 

300 Non-Extending Tee Stand 1.10 

3001 Non-Extending Tee Stand 1.15 

Page No. 38 

265 Adjustable Triple Tee Stand $10.00 

2651 Adjustable Triple Tee Stand 10.30 

270 Adjustable Double Tee Stand 4.25 

2701 Adjustable Double Tee Stand 4.40 

275 Adjustable Double Tee Stand 7.50 

2751 Adjustable Double Tee Stand 8.00 

320 Adjustable Triple Tee Stand 4.75 

3201 Adjustable Triple Tee Stand 5.00 

880 Adjustable Box Stand 3.35 

8801 Adjustable Box Stand 3.50 

890 Adjustable Triple Box Stand 7.25 

8901 Adjustable- Triple Box Stand 7.50 

Page No. 39 

160 Adjustable Window Bracket and Socket. ...$ 1.75 

740 Adjustable Plate Glass Stand 6" 3.25 

740 Adjustable Plate Glass Stand 8" 3.35 

740 Adjustable Plate Glass Stand 10" 3.60 

740 Adjustable Plate Glass Stand 12" 3.80 

7401 Adjustable Plate Glass Stand 6" 3.40 

7401 Adjustable Plate Glass Stand 8" 3.50 

7401 Adjustable Plate Glass Stand 10" 3.75 

7401 Adjustable Plate Glass Stand 12" 3.90 

750 Adjustable Plate Glass Stand 6" 4.50 

750 Adjustable Plate Glass Stand 8" 4.65 

750 Adjustable Plate Glass Stand 10" 4.75 

7501 Adjustable Plate Glass Stand 6" 4.65 

7501 Adjustable Plate Glass Stand 8" 4.80 

7501 Adjustable Plate Glass Stand 10" 5.00 

882 Adjustable Box Stand 3.10 

8821 Adjustable Box Stand 3.25 

884 Adjustable Triple Box Stand 6.50 

8841 Adjustable Triple Box Stand 6.75 

895 Triple Plate Glass Stand 11.00 

8951 Triple Plate Glass Stand 12.00 

Keyhole Strip ft. .35 

Keyhole Brackets 6" ea. .40 

Keyhole Brackets 8" ea. .45 

Keyhole Brackets 10" ea. .50 

Keyhole Brackets 12" ea. .55 

Keyhole Brackets 14" ea. .60 

Plate Glass 8 x 30 3.00 

Plate Glass 10 x 30 3.50 

Plate Glass 10 x 36 4.00 

Page No. 40 

99 Adjustable Shelf Bracket $ 9.50 


— Continued 


415 Perfection Umbrella Stand $ 6.00 

425 Umbrella Rack 16.00 

870 Metal Lion Head, 6" ring 1.50 

871 Metal Lion Head, 4t^" ring 1.25 

855 Bargain Table 11.00 

Page No. 41 

10 Adjustable Tie Stand $ 5.00 

101 Adjustable Tie Stand 5.25 

20 Adjustable Revolving Tie Rack 7.25 

201 Adjustable Revolving Tie Rack 7.50 

30 Adjustable Tie Stand... 6.00 

301 Adjustable Tie Stand 6.25 

40 Adjustable Double Tie Stand. 8.50 

401 Adjustable Double Tie Stand 8.75 

50 Adjustable Tie Stand 3.00 

501 Adjustable Tie Stand 3.15 

130 Adjustable Revolving Tie Rack 9.25 

1301 Adjustable Revolving Tie Rack 9.50 

Page No. 42 

60 Adjustable Shirt Stand $ 3.60 

601 Adjustable Shirt Stand 3.75 

70 Adjustable Shirt Stand 5.75 

701 Adjustable Shirt Stand 6.00 

75 Adjustable Shirt Stand 4.10 

751 Adjustable Shirt Stand 4.35 

80 Adjustable Collar Stand 3.25 

801 Adjustable Collar Stand 3.40 

100 Adjustable Triple Shirt Stand 7.25 

lO'Ol Adjustable Triple Shirt Stand 7.50 

120 Adjustable Triple Shirt, Collar and Tie 

Stand 6.75 

1201 Adjustable Triple Shirt, Collar and Tie 

Stand 7.00 

Page No. 43 

90 Adjustable Coat and Cane Stand 5.25 

901 Adjustable Coat and Cane Stand 5.50 

92 Adjustable Coat Stand 3.60 

921 Adjustable Coat Stand 3.85 

93 Adjustable Coat and Cane Stand 4.50 

931 Adjustable Coat and Cane Stand 4.75 

96 Adjustable Coat Stand 4.50 

961 Adjustable Coat and Cane Stand 4.75 

295 Double Arm Counter Stand 6.00 

2951 Double Arm Counter Stand 6.35 

342 Five-Way Umbrella Stand 5.00 

3421 Five-Way Umbrella Stand 5.15 

343 Three-Way Umbrella Stand 4.00 

3431 Three-Way Umbrella Stand 4.15 

345 Single Umbrella Stand 2.00 

3451 Single Umbrella Stand 2.25 

Page No. 44 

69 Belt or Suspender Rack $12.00 

95 Piece Goods Stand 6.50 

951 Piece Goods Stand 6.80 

97 Haberdashery Stand 3.25 

971 Haberdashery Stand 3.40 

109 Belt or Suspender Rack 12.00 
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Net Price List — Continued 


Page No. 44 — Cont. 

119 Belt Rack $12.00 

Schilling Adjustable Shirt Displayer doz. 28.00 

Schilling Adjustable Tie Displayer doz. 18.00 

Page No. 45 

800 Adjustable Cardholder $ 4.00 

8001 Adjustable Cardholder 4.15 

802 Cardholder, Non-Ex 3.40 

8021 Cardholder, Non- Ex 3.60 

805 Cardholder, Non-Ex 2.00 

810 Adjustable Cardholder 3.50 

8101 Adjustable Cardholder 3.65 

812 Cardholder, Non-Ex 3.10 

8121 Cardholder, Non-Ex 3.25 

815 Cardholder, Non-Ex 1.75 

820 Adjustable Cardholder 5.25 

8201 Adjustable Cardholder 5.50 

822 Cardholder, Non-Ex 4.75 

8221 Cardholder, Non-Ex 5.00 

825 Cardholder, Non Ex 1.50 

830 Adjustable Cardholder 5.00 

8301 Adjustable Cardholder 5.15 

832 Cardholder, Non-Ex. 4.50 

8321 Cardholder, Non-Ex 4.75 

875 Spiral Cardholder 1.90 

8751 Spiral Cardholder 2.00 

Page No. 46 

288 Handkerchief Stand $ 5.25 

2881 Handkerchief Stand 5.40 

298 Counter Display Stand 6.00 

2981 Counter Display Stand 6.25 

835 Spiral Cardholder doz. 4.00 

840 Cardholder doz. 7.50 

845 Cardholder doz. 7.50 

850 Spiral Cardholder ea. 1.25 

860 Non Extension Cardholder doz. 4.00 

1053 Bird Cage Stand (with glass shelf) 13.25 

1053 Bird Cage Stand (without glass shelf) 11.00 

Page No. 47 

600 Adjustable Double Shoe Stand $ 6.25 

6001 Adjustable Double Shoe Stand 6.50 

610 Adjustable Double Shoe Stand 6.50 

6101 Adjustable Double Shoe Stand 6.75 

620 Adjustable Single Shoe Stand 5.00 

6201 Adjustable Single Shoe Stand 5.20 

630 Adjustable Single Shoe Stand 5.20 

6301 Adjustable Single Shoe Stand 5.35 

640 Adjustable Single Shoe Stand 4.00 

6401 Adjustable Single Shoe Stand 4.15 

645 Adjustable Double Shoe Stand 5.25 

6451 Adjustable Double Shoe Stand 5.50 

650 Adjustable Single Shoe Stand 4.20 

6501 Adjustable Single Shoe Stand 4.35 

655 Adjustable Double Shoe Stand 5.50 

6551 Adjustable Double Shoe Stand 5.75 

660 Adjustable Double Shoe Stand 5.75 

6601 Adjustable Double Shoe Stand 6.00 

670 Adjustable Double Shoe Stand 6.00 

6701 Adjustable Double Shoe Stand 6.25 


680 Adjustable Single Shoe Stand $ 4.50 

6801 Adjustable Single Shoe Stand 4.65 

690 Adjustable Single Shoe Stand 4.70 

6901 Adjustable Single Shoe Stand 4.85 

Page No. 48 

166 Stationary Cabinet Posts $ 1.00 

181 Counter Mirror 10.50 

1811 Counter Mirror 10.80 

184 Extension Mirror 12.00 

186 Hand Mirror 5.25 

187 Hand Mirror 4.75 

700 Adjustable Double Shoe Stand 4.00 

7001 Adjustable Double Shoe Stand 4.25 

710 Adjustable Double Shoe Stand 4.15 

7101 Adjustable Double Shoe Stand 4.40 

720 Heel Rest 75 

Page No. 49 

225 Five- Way Adjustable Glove Stand $ 8.00 

2251 Five-Way Adjustable Glove Stand 8.25 

250 Adjustable Tee Stand 3.00 

2501 Adjustable Tee Stand 3.25 

265 Adjustable Triple Tee Stand 10.00 

2651 Adjustable Triple Tee Stand 10.30 

275 Adjustable Double Tee Stand 7.50 

2751 Adjustable Double Tee Stand. 8.00 

340 Adjustable Hat Stand 2.60 

3401 Adjustable Hat Stand 2.75 

350 Adjustable Hat Stand 3.00 

3501 Adjustable Hat Stand 3.15 

360 Adjustable Hat Stand 3.25 

3601 Adjustable Hat Stand 3.40 

Page No. 50 

115 Adjustable Bead Stand $ 7.50 

1151 Adjustable Bead Stand 7.75 

200 Adjustable Dress Stand 4.00 

2001 Adjustable Dress Stand 4.25 

220 Adjustable Waist Stand 3.00 

2201 Adjustable Waist Stand 3.15 

235 Adjustable Curved Bar Tee Stand 2.50 

2351 Adjustable Curved Bar Tee Stand 2.65 

260 Adjustable Piece Goods Stand 3.25 

2601 Adjustable Piece Goods Stand 3.40 

320 Adjustable Triple Tee Stand 4.75 

3201 Adjustable Triple Tee Stand 5.00 

Page No. 51 

161 Cabinet Rail 

Railing per foot $ .60 

Brackets ea. 2.25 

End Knobs ea. .40 

162 Cabinet Rail 

Railing per foot 50 

Brackets ea. 2.00 

End Knobs ea. .40 

163 Cabinet Rail 

Railing per foot 50 

Brackets ea. 1.90 

End Knobs ea. .40 
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Net Price List — Continued 


164 Cabinet Rail 

Railing per foot $ .40 

Posts ea. 1.00 

167 Pull-Out Rack ea. 10.00 

Page No. .52 

1700 Wicker Vase 24" $ 6.50 

1701 Wicker Vasa 12" 2.50 

1701 Wicker Vase 18" 4.00 

1701 Wicker Vase 24" 4.75 

1701 Wicker Vase 30" 6.25 

1702 Wicker Vase 24" 4.75 

1702 Wicker Vase 30" 6.25 

1703 Wicker Basket 20" 1.25 

1703 Wicker Basket 24" 1.50 

1703 Wicker Basket 26" 2.00 

1703 Wicker Basket 30" 2.50 

1704 Wicker Basket 20" 1.50 

1704 Wicker Basket 36" 2.75 

Page No. 53 

1508 Valance yd. $ 3.60 

1509 Valance yd. 3.40 

1511 Valance yd. 3.75 

1512 Valance yd. 5.50 

1513 Valance yd. 5.50 

1514 Valance yd. 3.75 

1515 Valance yd. 3.25 

1516 Valance yd. 3.50 

Page No. 54 

1500 Valance yd. $ 3.50 

1501 Valance yd. 2.75 

1502 Valance yd. 4.25 

1504 Valance yd. 2.50 

1505 Valance yd. 3.25 

1506 Valance yd. 2.00 

1507 Valance yd. 2.50 

1517 Valance yd. 3.60 

Page No. 55 

900 Men’s Combination Suit Hangers per C. $10.00 

910 Ladies Round Garment Hangers per C. 5.00 

920 Ladies Enameled Waist Hangers per C. 10.00 

930 Wire Skirt Hangers per C. 10.00 

950 Wire Skirt Hangers per C. 10.00 

960 Ladies Combination Suit Hangers, per C. 14.00 
970 Rubber Tipped Ladies Waist Hangers, 

pel- c e.oo 

980 Wax Finish Ladies Waist Hangers, per C. 5.00 

990 Boy’s Combination Suit Hangers per C. 10.00 

NOTE: — All Hangers packed lOO to case. 

Page No. 56 

1540 Display Doll ea. $20.00 

1541 Display Doll ea. 15.00 

1542 Blonde Haired Character Doll ea. 11.00 

1543 Dark Haired Character Doll ea. 11.00 

1544 Bald Character Doll ea. 11.00 


Page No. 58 

4700 Hat Stand — Height Each Height Each 

12" $3.25 36" $4.75 

18" 3.50 42" 5.50 

24" 4.00 48" 6.50 

30" 4.50 54" 7.00 

60" 7.75 

4701 Fur Stand 

30" Height ea. $6.50 

36" Height ea. 7.50 

4707 Ladies Waist and Dress Stand 

24" Height ea. 4.75 

30" Height : ea. 5.25 

36" Height ea. 6.50 

42" Height ea. 6.75 

48" Height ea. 7.25 

4708 Ladies Waist and Dress Stand 

24" Height ea. 4.75 

30" Height ea. 5.25 

36" Height ea. 6.50 

42" Height ea. 6.75 

48" Height ea. 7.25 

4711 Double Tee Stand 

18" Height ea. 5.00 

24" Height ea. 5.50 

30" Height ea. 5.75 

36" Height ea. 6.25 

Page No. 59 

4706 Tee Stand — Height Each Height Each 

12" $3.25 36" $4.75 

18" 3.50 42" 5.50 

24" 4.00 48" 6.50 

30" 4.50 

4709 Men’s Clothing Stand 

24" Height ea. $4.75 

30" Height ea. 5.25 

36" Height ea. 5.75 

42" Height ea. 6.25 

48" Height ea. 6.75 

4735 Single Shoe Stand 

12" Height ea. $4.50 

18" Height ea. 5.00 

24" Height ea. 5.25 

4737 Single Heel Rest ea. 1.50 

4738 Double Heel Rest ea. 2.00 

4741 Drapery Stand — Height Each Height Each 

12" $4.25 42" $7.25 

18" 5.00 48" 8.50 

24" 5.50 54" 9.25 

30" 5.75 60" 10.50 

36" 6.50 

4750 Men’s Clothing Stand 

24" Height ea. $4.50 

30" Height ea. 4.75 

36" Height ea. 6.00 

42" Height ea. 6.50 

48" Height ea. 7.00 
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Net Price List — Continued 


Page No. 60 

4729 Double Shoe Stand 

12" Height ea. $3.75 

18" Height ea. 4.15 

24" Height ea. 4.75 

4730 Double Shoe Stand 

12" Height ea. 3.75 

18" Height ea. 4.00 

24" Height ea. 4.75 

4732 Double Shoe Stand 

12" Height ea. 4.00 

18" Height ea. 4.75 

24" Height ea. 5.00 

4733 Double Shoe Stand 

12" Height ea. 5.50 

18" Height ea. 6.00 

24" Height ea. 6.50 

4734 Double Shoe Stand 

12" Height ea. 5.75 

18" Height ea. 6.50 

24" Height ea. 6.75 

4736 Single Shoe Stand 

12" Height ea. 3.75 

18" Height ea. 4.00 

24" Height ea. 4.50 

Page No. 61 

4712 Shirt and Box Stand 

18" Height ea. $4.00 

24" Height ea. 4.50 

4713 Cane Holder ea. 1.50 

4715 Tie Rack ea. 5.25 

4716 Tie Rack ea. 5.00 

4739 Oval Card Stand ea. 5.25 

4740 Cardholder ea. 1.50 

4751 7x11 Card Stand ea. 4.75 

Page No. 62 

4700 Hat Stands — Height Each Height Each 
12" $3.25 36" $4.75 

18" 3.50 4^" 5.50 

24" 4.00 48" 6.50 

30" 4.50 54" 7.00 

60" 7.75 

4703 Collar Stands 

12" Height ea $3.25 

18" Height ea. 3.50 

24" Height ea. 4.00 

30" Height ea. 4.50 

4710 Triple Ring Cluster Stand 7.75 

4721 Shirt Stand 

18" Height ea. 4.50 

24" Height ea. 5.00 

4722 Shirt Stand 

18" Height ea. 4.50 

24" Height ea. 5.00 

4724 Shirt Stand 

18" Height ea. 4.50 

24" Height ea. 5.00 


Page No. 63 

4702 Jewelry Stand 

18" Height ea. $ 9.50 

24" Height ea. 10.00 

4704 Pedestal 

12" Height ea. 5.75 

18" Height ea. 6.25 

24" Height ea. 7.50 

30" Height ea. 8.25 

36" Height ea. 9.25 

4720 Double Pedestal 

12" Height ea. 11.25 

18" Height ea. 12.25 

24" Height ea. 14.00 

30" Height ea. 16.00 

4725 Pedestal 

12" Height ea. 5.75 

18" Height ea. 6.25 

24" Height ea. 7.50 

30" Height ea. 8.25 

36" Height ea. 9.25 

4726 Double Pedestal 

12" Height ea. 11.25 

18" Height ea. 12.25 

24" Height ea. 14.00 

30" Height ea. 16.00 

Page No. 64 

4717 Console Table ea. $34.00 

4719 Plateau 

12" Height ea. 17.25 

18" Height ea. 19.00 

24" Height ea. 22.00 

30" Height ea. 25.00 

36" Height ea. 28.25 

4727 Plateau 

12" Height ea. 16.50 

18" Height ea. 18.75 

24" Height ea. 21.00 

30" Height ea. 24.00 

36" Height ea. 27.00 

4728 Plateau 

12" Height ea. 16.50 

18" Height ea. 18.75 

24" Height ea. 26.50 

30" Height ea. 29.00 

Page No. 65 

4718 Console Table $21.50 

4745 Giant Plateau 60.00 

4746 Three-Way Table 32.75 

Page No. 66 

4743 Slab $ 2.50 

4748 Window Divides 

36"x42" Size ea. 31.00 

36"x48" Size ea. 34.00 
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Net Price List — Continued 


Page No. 68 

4100 Hat Stand — Height Each Height Each 

12" $3.25 36" $4.75 

18" 3.50 42" 5.50 

24" 4.00 48" 6.50 

30" 4.50 54" 7.00 

60" 7.75 

4107 Ladies Dress and Waist Stand — 

Height Each Height Each 

24" $4.75 42" $6.60 

30" 5.25 48" 7.25 

36" 6.35 

4108 Ladies Dress and Waist Stand — 

Height Each Height Each 

24" $4.75 42" $6.60 

30" 5.25 48" 7.25 

36" 6.35 

4139 Oval Card Stand 5.25 

4151 Card Stand 4.15 

4151 -A Card Stand 4.65 

Page No. 69 i 

4106 Tee Stand — Height Each Height Each 

12" $3.25 36" $4.75 

18" 3.50 42" 5.50 

24" 4.00 48" 6.50 

30" 4.50 

4109 Men’s Clothing Stand 

36" Height ea. $ 5.90 

42" Height ea. 6.15 

48" Height ea. 6.75 

4113 Cane Holder ea. 1.50 

4114 Five-Hole Umbrella Stand ea. 2.00 

4150 Men’s Clothing Stand 

36" Height ea. 6.00 

42" Height ea. 6.50 

48" Height ea. 7.00 


Page No. 70 
4100 Het Stands- 


4115 Tie Stand.... 

4116 Tie Stand.... 

4121 Shirt Stand 
18" Height.. 

24" Height.. 

4122 Shirt Stand 
18" Height.. 

24" Height.. 

Page No. 71 

4102 Hat Top and Ring Cross Bar Cluster 

Stand ea. $ 8.25 

4103 Collar Stand 

12" Height ea. 3.25 


Height 

Each 

Height 

Each 

12" 

$3.25 

36" 

$4.75 

18" 

3.50 

42" 

5.50 

24" 

4.0-0 

48" 

6.50 

30" 

4.50 

54" 

7.00 



60" 

7.75 


ea. 5.25 
ea. 4.95 


ea. 4.65 
ea. 4.95 

ea. 4.65 
ea. 4.95 


18" Height ea. $ 3.50 

24" Height ea. 4.00 

30" Height ea. 4.50 

4105 Collar Top and Ring Cross Bar Cluster 

Stand ea. 8.25 

4110 Triple Ring Cluster Stand ea. 7.75 

4112 Shirt and Box Stand 

18" Height ea. 4.00 

24" Height ea. 4.50 

Page No. 72 

4130 Single Shoe Stand 

12" Height ea. $ 3.85 

18" Height ea. 4.15 

24" Height ea. 4.75 

4132 Double Shoe Stand 

12" Height ea. 4.15 

18" Height ea. 4.65 

24" Height ea. 5.00 

4133 Double Shoe Stand 

12" Height ea. 5.40 

18" Height ea. 6.00 

24" Height ea. 6.35 

4134 Single Shoe Stand 

12" Height ea. 4.40 

18" Height ea. 4.95 

24" Height ea. 5.30 

4135 Single Shoe Stand 

12" Height ea. 4.40 

18" Height ea. 4.95 

24" Height ea. 5.30 

4136 Single Shoe Stand 

12" Height ea. 3.70 

18" Height ea. 3.95 

24" Height ea. 4.55 

Page No. 73 

4125 Pedestal — Height Each Height Each 

12" $5.75 30" $8.25 

18" 6.35 36" 9.35 

24" 7.45 

4127 Plateau 

8" Height ea. $14.85 

12" Height ea. 16.50 

18" Height ea. 18.75 

4128 Plateau 

24" Height ea. 26.50 

30" Height ea. 29.00 

4129 Single Shoe Stand 

12" Height ea. 3.85 

18" Height ea. 4.15 

24" Height ea. 4.75 

4137 Heel Rest ea. 1.50 

Page No. 74 

4163 Window Divider 

36"x42" Size ea. $31.00 

36"x48" Size ea. 34.00 
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Page No. 76 

9000 Hat Stand — Height Each Height Each 

12" $2.75 42" $4.55 

18" 3.00 48" 5.50 

24" 3.50 54" 6.00 

30" 3.75 60" 6.50 

36" 4.15 

9007 Ladies Dress and Waist Stand 

30" Height ea. $ 4.50 

36" Height ea. 5.50 

42" Height ea. 5.75 

48" Height ea. 6.25 

9008 Ladies Dress and Waist Stand 

30" Height ea. 4.50 

36" Height ea. 5.50 

42" Height ea. 5.75 

48" Height ea. 6.25 

9025 Pedestal 

12" Height ea. 4.95 

18" Height ea. 5.60 

24" Height ea. 6.00 

30" Height ea. 6.60 

36" Height ea. 6.75 

9043 Slab ea. 2.50 

Page No. 77 

9006 Tee Stand — Height Each Height Each 

12" $2.75 36" $4.15 

18" 3.00 42" 4.55 

24" 3.50 48" 5.50 

30" 3.75 

9009 Men’s Clothing Stand 

36" Height ea. $ 5.15 

42" Height ea. 5.40 

48" Height ea. 6.00 

9027 Plateau 

8" Height ea. 12.00 

12" Height ea. 13.25 

18" Height ea. 14.25 

9028 Plateau 

24" Height ea. 21.00 

30" Height ea. 23.00 

9050 Men’s Clothing Stand 

36" Height ea. 5.40 

42" Height ea. 5.60 

48" Height ea. 6.10 

Page No. 78 

9000 Hat Stand — Height Each Height Each 

12" $2.75 42" $4.55 

18" 3.00 48" 5.50 

24" 3.50 54" 6.00 

30" 3.75 60" 6.50 

36" 4.15 

9003 Collar Stand 

12" Height ea. $ 2.75 

18" Height ea. 3.00 

24" Height ea. 3.50 

30" Height ea. 3.75 


9012 Shirt and Box Stand 

18" Height ea. $ 3.50 

24" Height ea. 3.95 

9'021 Shirt Stand 

18" Height ea. 4.05 

24" Height ea. 4.35 

9022 Shirt Stand 

18" Height ea. 4.05 

24" Height ea. 4.35 

Page No. 79 

9001 Triple Hat Cluster Stand ea. $ 7.15 

9002 Hat Top and Ring Cross Bar Cluster 

Stand ea. 7.15 

9004 Triple Collar Cluster Stand ea. 7.15 

9005 Collar Top and Ring Cross Bar Cluster 

Stand ea. 7.15 

9010 Triple Ring Cluster Stand ea. 6.60 

Page No. 80 

9029 Single Shoe Stand 

12" Height ea. $ 8.40 

18" Height ea. 3.85 

24" Height ea. 4.25 

9030 Single Shoe Stand 

12" Height ea. 3.40 

18" Height ea. 3.85 

24" Height ea. 4.25 

9032 Double Shoe Stand 

12" Height ea. 3.70 

18" Height ea. 4.15 

24" Height ea. 4.50 

9033 Double Shoe Stand 

12" Height ea. 5.25 

18" Height ea. 5.65 

24" Height ea. 6.00 

9034 Single Shoe Stand 

12" Height ea. 4.00 

18" Height ea. 4.40 

24" Height ea. 4.70 

9036 Single Shoe Stand 

12" Height ea. 3.30 

18" Height ea. 3.75 

24" Height ea. 4.05 

Page No. 81 

9013 Cane Holder $ 1.25 

9014 Five-Hole Umbrella Stand 1.75 

9015 Tie Stand 5.00 

9016 Tie Stand 4.55 

9035 Single Shoe Stand 

12" Height ea. 4.00 

18" Height ea. 4.40 

24" Height ea. 4.70 

9037 Heel Rest 1.35 

9039 Oval Card Stand 4.50 

9040 Cardholder 1.25 

9051 Card Stand 3.75 

9051- A Card Stand 4.15 


Prices subject to change without notice 
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9063 Window Divider 

36"x42" Size ea. $29.00 

36"x48" Size ea. 32.00 

Page No. 83 

1614 Triplicate Mirror $78.00 

1615 Triplicate Mirror 83.00 

1616 Triplicate Mirror 83.50 

1617 Triplicate Mirror 89.00 

Page No. 84 

1610 Triplicate Mirror $73.00 

1611 Triplicate Mirror 78.00 

1612 Triplicate Mirror 78.50 

1613 Triplicate Mirror 83.75 

Page No. 85 

1603 Cheval Mirror $41.25 

1604 Cheval Mirror 43.25 

1607 Cheval Mirror 32.50 

1608 Cheval Mirror 33.75 

Page No. 86 

1635 Single Shoe Mirror $ 9.75 

1640 Double Shoe Mirror 16.55 

1650 Wall Mirror 18.60 

1651 Wall Mirror 20.00 

1652 Wall Mirror 18.85 

1653 Wall Mirror 20.25 

1654 Wall Mirror 24.00 

1655 Wall Mirror 25.65 

1656 Wall Mirror 27.75 

1657 Wall Mirror 29.50 

1658 Wall Mirror 35.00 

1659 Wall Mirror 37.65 

1660 Wall Mirror 47.85 


1661 Wall Mirror $51.50 

1662 Wall Mirror 59.35 

1663 Wall Mirror 63.65 

1664 Wall Mirror 71.10 

1665 Wall Mirror 81.85 

1666 Wall Mirror 75:00 

1667 Wall Mirror 87.00 

Page No. 87 

1600 Triplicate Mirror $165.00 

1601 Triplicate Mirror 191.00 

Page No. 88 

1605 Cheval Mirror $57.50 

1606 Cheval Mirror 91.50 

Page No. 89 

1620 Shoe Mirror $10.00 

1621 Shoe Mirror 12.25 

1625 Shoe Mirror 13.00 

1626 Shoe Mirror 17.25 

1630 Shoe Mirror 27.50 

1631 Shoe Mirror 23.75 

1632 Shoe Mirror 36.00 

1633 Shoe Mirror 30.25 

1645 Settee 46.75 

1646 Settee 43.50 

Page No. 90 

1670 Individual Folding Store Seat 

Single $ 9.00 

Double 7.75 

Triple 7.00 

1675 Oak Shoe Fitting Stool 7.50 

1680 Shoe Fitting Stool 7.25 

1681 Shoe Fitting Stool 6.50 

1685 Shoe Chair 16.50 


Prices subject to change without notice 
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Children’s Forms (Boys) 25-29 
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26 

26-35-58 
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Ladies Forms (Sweater) 23 
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Piece Goods Stands 33-35-50-59 
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Racks (Tie) 41-61-70-81 
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Tee Stands (Metal) 
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83-84-87 
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